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Don’t let anyone tell you there are 
other Frost Proof Products that are as 
good as the VQGEL Line or as profitable 
to handle. 


Most plumbers know full well that 
VQGEL Frost Proof Automatic Closet 
Combinations and the V@GEL Frost 
Proof Hydrant are positively unbeatable 
in the possession of real features, profit 
making factors, and for long and eco- 
nomical service life. 


Your jobber will not try to fool you, 
see him today. 


a 


Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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WOLVERINE 


Compression Stops. 
and 


Compression 
Stop 
and — 

“Wastes 









HE quality of Wol- 
verine goods is dem- 
onstrated by the ser- 
vice that they render. 
They are substan- 
tially made from a 
special mixture of red 
brass metal, of finest quality: 
Service, Satisfaction and Dura- 
ability are Guaranteed. 
Full waterway. Perfect tapered 
I. P. threads, insuring tight joints. 
Waste positive and hand oper- 
ated. Controlled by readily ac- 
cessible milled wheel thumb screw 
which is so constructed that it 
cannot be removed or lost—an 
obvious advantage. 





We Sell the Retail Plumbing Trade Exclusively 








DOMESTIC 


KW WNW NS 
NW NS 


Sow ae ake oe 
ee - = = eee 


NT tthe iil AS. 
I Yona 


V\eeaall.- 08 


THE NEW 
MORRISON HOTEL 


—will contain 3,400 rooms— 
the largest and tallest hotel 
in the world 
Architects: 
HOLABIRD & ROCHE 


The WATROUS FLUSH VALVE 


To Be Standard Equipment Throughout 
The New Morrison Hotel 


The WatrousF lush Valve 
will be installed in every 
bathroom in the New 
Morrison. The unerring 
certainty of its flushing 
action, due to its self- 
cleansing seat and ease 
of regulation, and other 
reasons for its selection, 
are set forth in descrip- 
tive literature. Ask for booklet C.T. 


A Few of the Buildings Equipped 
With the Watrous Flush Valve 


U.S. Patent Office Building. Washington 

U.S. Gen. Land Office Building, Washington 
U.S. Weather Bureau Building, Washington 
U.S. Pension Office Building, Washington 
Hamilton Club, Chicago 

West Suburban Hospital, Oak Park, Ill. 

Federal Reserve Bank, Dallas, Texas 

Federal Reserve Bank, Kansas City 

Kansas City Athletic Club, Kansas City 

Loyal Order of Moose Buildings, Mooscheart, III. 
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The Li sh 
of Stienee 


a higher plane of luxury 
and service is realized in 


THE NEW MORRISON HOTEL 


T= mental growth of every race and age is measured by the char- 
acter of its dwellings—by what it builds. The testimony of stone 
and timber—cathedral, castle, temple, pyramid—have recorded each 
generation’s farthest advance in culture, since the day when man’s 
dawning intelligence devised his first crude hut. 

Today, the steel-framed palace that will add another chapter to the epic 
story of the Morrison expresses man’s utmost resource in mathematics 
and metallurgy. With its flagpole soaring far above the cross on the 
Chicago Temple, it will be the largest and tallest hotel on earth—a 
signal fulfillment of Harry Moir’s plans and dreams. It will stand as a 
monument to engineering genius. But the calculations that determined 
the load for every crossbeam and cantilever are only a part of the story. 


“Imperial Brass” —Its Contribution to the 
New Morrison Hotel 


Here in Chicago, over a generation ago, an enterprise took shape that 
was destined to play a notable part in the equipment of the Morrison. 
Not many years after its foundation, the Imperial Brass Manufacturing 
Company had outgrown all other institutions of its type in the Central 
West; it had developed an organization that was entirely self-dependent, 
completing all manufacturing processes within its own shops—casting, 
machining, stamping, spinning, polishing, plating—every operation 
from beginning to end. 

Later, when it entered the field of sanitary engineering, its designers 
planned and developed hygienic appliances to a point of scientific ac 
curacy that set a new pace for specialists in this field. Its installations 
were adopted for Government buildings in Washington and for many 
famous hotels and other buildings throughout America. 

It will supply the Watrous Flush Valve for every bathroom in the New 
Morrison. With its wide experience to guide it, and abundant financial 
resources to back its guarantees, it is admirably qualified to complete 
its share of the work with all the speed and precision that the inimense 
undertaking demands. 


PLUMBING DIVISION 


Watrous Flush Valves—Duo-Jet Closets—Urinals— Bathtubs —Lavatories—Self-Cleansing Basin Cocks— 
Combination Lavatory Fixtures—Pop-up Wastes—Drinking Fountains—Liquid Soap Fixtures—etc. 


THE IMPERIAL BRASS MANUFACTURING CO. 


1200 West Harrison Street 


Chicago 








Zwermann 
Vitreous China 


Tanks with 
Leco Fittings 
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Attings. 2 tank brackets 


Size of tank with cover 22 in: 
long, 17 in. high, 8 in. wide. 
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TUDY this cutaway view of a Zwermann 


Vitreous China Tank equipped with Zeco 
Extra Quality Fittings and ask yourself if this is 
not the kind of an outfit that your practical ex- 
perience would recommend for installation in 
your own home. 


If your answer is “yes” would it not be a good 
tank to sell for installation in other men’s homes? 


You can buy them through your jobber. 


ZWERMANN COMPANY 


Producers of Genuine Two Fire Vitreous China 
Water Closet Tanks and Closet Bowls 





Robinson, Illinois 
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Continental © 


BOILERS & RADIATORS 


Othe Contento * mighaton se seer fone at 
~a better boiler and why 


Large fire box of proper depth to permit 
slow and economical combustion of the fuel. 


The average five-room cottage can be 
heated witha N > Contento. Trade 
Price: Water Boiler, $57.00; Steam , ¢ - 
Boiler, $65.55 Specially designed water columns give 
regular boiler fire travel forward and back 
for maximum heat absorption before reach- 


ing the chimney. 


Its large flue ways are easily cleaned, do 
not retard draft and assure highest boiler 
efficiency always. 

In the mild climate of California and the r 
South the Contento will heat a surpr singly Large heating surface and roomy fire pot 


Boiler, $65.55 give the Contento a quick ‘‘pickup”’ and make 
frequent attention or nursing unnecessary. 


The Contento Boiler is attractive to stock as it is 
shipped completely assembled ready for steam or hot 
water installations on the first floor or in the base- 
ment. The low prices to the trade assure a handsome 
profit on every Contento Sale. 


Attractive propositions to jobbers. 


Apartments may be individually heat- Continental Heater (orporation 


ed with the Contento as are these at 
Wildwood, N. J. Trade Price: No. 7 


Water Boiler, $74.10. Home Office and Factory 





Dunkirk, N. Y, U.S.A. 


This Continental Book will 
show you why it's good 
business to stock Conti 
nental Boilers and Radi- 
ators. Send for your copy 
right now 


X-Ray view 

showing fire The Contento Steam 
travel, roomy Boiler. Shipped Assem 
fire box and ash bled in one piece 

pan 
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Look for this picture in Perfection - “ ‘ ' vee Ko S 
Water Heater advertising in— > ee | 1 \ 5 —_ ble | 
Literary Digest - Out April 18 ” | q 
Christian Herald Out April 29 ~~ = 
Better Homes & Gardens - Out May 1 
Woman's World - -- Out May 10 awe os — 
Country Gentleman - - - Out May 2 








Model 431— 
Comes complete 
with 30 gallon 


THERE’S MONEY IN 
THIS GREAT NEW MARKET Se tle 


You can profit by supplying abundant Some ete 
running hot water to homes without gas. 


and copper coils 












People who live beyond the gas mains Owners of homes, cottages, hotels, 
have been quick to respond to the barber shops and the like are inter- 
introduction of these remarkable Per- ested by Perfection Water Heater 
fection Kerosene Water Heaters. For advertising and are writing us for 
never before have they been able to further information. These inquiries 
get the gas-like service which a Per- are being sent to Perfection Water 
fection Heater gives. Heater dealers. 


Combining the modern convenience You can turn such inquiries into sales 

of the gas heater with the Perfec- and also make a profit on other 

tion oil burner’s reputation for equipment and the installation 

satisfaction—earned in 30 years work. The demand is established 

of oil stove leadership—they and the satisfaction each sale 

open up anew water heater mar- creates will bring new prospects 

ket from which any plumber can to you. Ask your jobber and 
Model 412— make a substantial yearly profit. mail the coupon below. Dar taaenies 
Equipped with two = : _ nan, pos yore 
acd Pn PHE CLEVELAND METAL PRODUCTS Co.,, 7551 Platt Ave., Cleveland, Ohio SS 
Burners. Altaches to In Canada, the Perfection Stove Co., Ltd., Sarnia, Ontario to any storage tank. 





any storage lank. 


ERFECTION. < 


at ducts C oO 


Kerosene Water Heaters (cn... 


4 Cleveland, Ohio 


Gentlemen: 





Send me full informa- 

4 tion with prices and dis- 

4 counts on your Perfection 
Kerosene Water Heaters. 









Address 
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THE NXE; TOOT MACHINE WORKS) 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 





1068-128 NORTH JEFFERSON STREET 


PHONE HAYMARKET 8104-8105 


CHIGAG OIL. 


HARRY G. NYE 


To the Master Plumbers & Steam Fitters 
of the U. 8S. A. 


Fellow Citizens:- 


"Talk is cheap,” my Dad used to say, "but it takes 
money to dSuy whiskey.” I*'11 SAY IT DOES. Nobody but a 
millioneire can afford to die in the gutter any more. By 
the time a poor man takes three drinks he is broke and has 
to stop. 


To be hanpy all a man needs to do is to be poor. In 
former times a woman used to put the cat outdoors nights. 
But, now that they have money, she lets the cat sleep on a 
cushion anc vuts her husband out, -- on a sleeping porch. 





Of course, what my dad meant was that nothing on 
earth could he onerated on just conversation. It takes Y%.W. 
to run a motor-- and 7.\7, means kilowatts, not just kind 
words. 


Talk is cheap, but paver, printing and postage cost 
like the very devil. So I hope that you like my letters 
and IY hope that they help your business. In fact, I even 
hope that this one is going to help mine! 


I haven't taken your time in my monthly letters to 
talk much about Nye dies. I havan't told you why the Nye 
Die is the hest pipe-threading tool on earth. It wasn’t 
necessary. I knew that you knew that already. Everybody 
does. 


But just to prove to myself that you like my letters 
and that you like Nye Dies, I am going to ask you to fire me 
back an order! Big or small, fat or tall, we take "em all -- 
and much obliged. 


In other words, this particular letter is a sort of a 
come-on. Come on with an order. Next time I'll change the 
subject. This time it is Nye Dies. I hope you like my 
letters. I hope you like my Dies. 


Hopefully yours, 


Harry 7. Pope 


The tools you swear BY and never AT. 


Copyright 1925 
by the Nye Tool & Machine Worke 
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Should Women Bob 
Their Hair? 


Someone wrote to the fashion editor and asked if short 
skirts make women look shorter. He replied, “we don’t 
know what it does to the women, but it makes the 
men look longer.” 


I met a man the other day who believes all women 
should bob their hair. He had me just about convinced. 
And then I found out he was a barber. 


As far as we are concerned, if women want to bob 
their hair that is their business, but if you want pipe 
threading or cutting tools—that is our business. 


If a woman bobs her hair it makes her look younger. 
Nye dies don’t make a man look younger.. They do better 
than that — they make a man feel younger. And they 
make him live longer—and act better. 


The Nye die with its skip tooth feature—and the Nye 
knurled knife blade cutter wheels—work smoother and 
faster than any other similar tools. 


With the fine tool steel of which they are made they 
last longer than any other. And so does the man who 
uses them. 


HARRY G. NYE 


THE NYE TOOL & MACHINE WORKS 
108-128 North Jefferson Street, Chicago, Illinois 


NYE —the Die Man 


Pipe tool maker to the 
merican Plumber 
and Steamfitter 


The tools you swear by 
and never at 





Nye thin 





Nye Toledo type die stock, 
threading 1” to 2”, sent on 
thirty days’ free trial to any 
dealer. When ordering give 
your jobber’s name. 


blade cutter wheel, 


made to fit all standard makes 
of pipe cutters, and guaran- 
spd ania breakage in use. 
Made both in smooth and 
knurled edge 


— 


Manufactured 


y 
The Nye Tool 
& Machine 
Works 
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ANNOUNCING—A Forward Step in SINK DESIGN! 
















































For the first time in the history of the kitchen sink women have been g 
“ a real incentive to tear out their old sinks in favor of a new one Tt 
e S ore in S replacements, added to the new house and apartment business, can be ma 
to at least double your present sale of sinks 
A new field is opened up offering a profit per sink 3 to 5 times greater t 
G p the proht on ordinary sinks. You are given a wonderful opportunity 
reater TO ts get your share of the lucrative appliance business which the electrical dea 
has alone been enjoying A woman will always pay more for additi 
convemences 
Women always remember favorably the dealer who sells them a Walk 
° ° Hundreds of testimonies in our files proclaim their enthusiasm, Wher 
Builds Good Will the market for additional equipment, they are bound to think of you 
lisplay sample on your floor builds prestige and stamps your busines 
Here is a new opportunity—a fresh 
tart. Our sales organization, nou 
forming, offers a rare opportunity 
to a limited number of men to act as 
agents in profitable territories. 
men who are earnest in their 
deavor to better an already proven 
record of results and whose ability 
varrants a greater opportunity, 
hould apply. Familiarity with the 
plumbing trade will be considered 
asset. Write frankly and a 
as you desire of your general 
ualificatioy We assure cach 
aol p P aad ful 
ipplicar ersonal and careful con- 
icrat 
| Model 10—Watlker Dishwasher Sink ' 
This fundamental change in the old-fashioned inefhcient sink is rapidl weeping 
the country. Our national advertising is working for you, creating new sales 
opportunities every whe re 
Good Housekeeping Institute, Modern Priscilla Testing Home, New York Tribun 
Insttute and man leading domestic scienc experts, architects and ft lders 
have all enthusiastically endorsed the Walker Five vears of steady progress \ 
have created a sturdy, simple and efhcient principle, not to be confused with an ti ! 


other mechanical dishwashing unit on the market 


Here is a sanitary receptacle in which the dishes are washed perfectly, auto 
matically—-with no fuss or bother At the touch of a switch the swirling, cleansing 
power of hot water in action carries away all trace of grease and food soil, leaving 


the dishes clean and shining 


Re oredar } ur fest mer ash ; rmation { elay mach 
“i are. omerchar , th Walker through the plumb 
r t rourt 


WALKER DISHWASHER CORPORATION ~ - SYRACUSE, N. Y. 


WALKER 


Dishwasher G Dryer ~~~ |. 
“Washes Dishes Cleaner‘Than By Hand” ahs TA RS 
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@Belieen Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 








HIS WEEK I. DID SOMETHING I’V!1 


been wanting to do tor a long time—some 
thing I haven’t done since I used to be out 
on news and feature stories. [ went “out on the 


“ditor \ ve) 
Editor wh 
Many 


ou probably know, o1 


\ssociate 


of gathering the market reports. 


street” with our 
of the men 


we contacted with that day 4 


know of, manufacturers’ representatives and mem 
hers of jobbing houses. It did me a lot of good t 


get back in touch with these men personally 
one thing, it made me feel sure that it 
shouldn't be difficult to iron out the 
These 


broad 


difficulties that inevitably arise 


is in charge 


Ko 


Yet Aden E. Smith, in his article, “Unusual 


heel 

Vents,” points out that my barber puts his lava 
tories in the middle of the room, and in so doing 
vives his plumber a dificult problem. | will think 


of Mz the. barber leans over 


me and savs in his persuasive way, 


Smith the next time 


” 


“Shampoo, sit 


that his plumber recognized the special 


up against, in venting the lavatory 


nto which | st head low the 


14 k 


my hair, | mean, of course 


my process of getting 


is¢ d out 


d I ONE OF HIS PEPPY BUSI 
Nautical Terms ness-building articles, Milt’ Mat 
els savs that it doesn’t make any 





men are well-posted, have a 
outlook, and certainly seem willing t 
co-operate. I'm glad I renewed m 


acquaintance with them. 


S 


me say that you ought to. 


PEAKING THE MARKEE! 
reports, if you don’t read them let 
They're 


as interesting reading to me as ou 


OF 








ference whether a master operates 


big town or a little one he's 


rot to merchandise if he’s to be sue 


cessful, And, to support his point, he 
ent out and got a story in a little 
tow Vhere’s nothing to do but to 
iwree vith him Vhe proot ol the 


pudding, vou know, 1s in the amount 











friend Milt Marvels’ stories. They're the star boarder eats 
a steadying influence. Someone says, 
ee ee a aa grow THE BLUE GRASS 
enough people say that, business ountry of Kentucky, and from the 
takes a slump. Instead of listening heat fields of the Dakotas, comes 
to what the pessimist says on one the ime cheering word \ Ken 
side, and the optimist says on the ky master says that 85¢¢ of their 
other, I like to get the facts from the are m merchandising have been ob 
men who know. Then I know what tained from. the pages of “Domestic 
it's reasonable to expect engineering You can guess that | 
feel good over a statement Ike that 
“OLLOWING ALONG THI \1 rom a past president of one of 
lines of our effort to eliminate the —_ the Dakota associations comes. this 
pollution of streams, vou'll find at Four hells and all's letter: “Your paper very interest- 
article on “The Grease Basin” in this ing and instructive, and a great help 
issue, written by Frank R. King. The well to anvone who will take the time. to 
discharge of grease, tallow, fats, ete read it and follow the many valuable 
is a menace to pure water. Our effort to push this ugvestions given therein,” 
movement will take in every angle. I suggest that 
youll make a friend of every sportsman in your WANT YOU TO TURN BACK FOR A MO 
community if you'll tell your local newspaper that | ment to page 99. There you'll find the ‘Black 
master plumbers in session all over the country are hoard [Epigrams,” the least expensive form of advet 
getting back of this movement. I'll be glad to send tising kin to the business world. Al Sloss, of Los 
you a copy of “Domestic [ngineering’s” resolution. \ngeles, Cal., writes, “They made a hit with me and 
I wanted to know the ire sisting me,’ 


Without doubt your paper will publish it 


AS I HAD 
Cin he 


resented a special problem for the sanitary engi 


RRIED ME, 


“every thing he had 


NEVER OCCI TO 


| 
| the barber give 


vv me it 
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‘*TOLEDO”’ No. 1— 


THE “STANDARD” 
1” to 2” THREADER 


NET PRICE $Q60 


COMPLETE 


States West of the Rockies $10.20) 


"TOLEDO" 1° TO 2’ PIPE THREADERS 
HAVE NO EQUAL 


You will find no more efficient 1 to 2 in. pipe threading 
devices, than these two ‘‘TOLEDO”’ models. For more 
than twenty years they have been recognized by exper- 
ienced operators as the last word in threading tools at any 
price. 


Compare these new low net prices with other 1 to 2 in. 
threaders and you will realize the remarkable value now 
offered in these two tools. 


‘The ‘Toledo’ No. 1A is the The same sturdy, dependable, easy operating tools that 
are now fitted with special long taper pins, permitting 
the cutting of over or under-size threads as well as standard 
threads. 


best pipe threader we have 
ever used in our 18 years’ 
experience.”’ 


GALLUP BROS., 
Ashtabula, Ohio BUY BY COMPARISON AND YOU'LL BUY A 


“TOLEDO” 
Te aq 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 50 Church St, 


*“*TOLEDO”’ No. 1A— 


THE MOST EFFICIENT 
1” to 2” RATCHET TOOL 


NET PRICE $1] 2 


COMPLETE 


States West of the Rockies $12.75 


Mention Domestic ENGINEERING when writing advertisers. 
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Pollution of There was never a better time than 
now to get on the band wagon and 
Streams yell for the campaign against the 
pollution of streams. And not only to yell, but to push, 
State legislatures are considering bills—and passing them 
making it an offense punishable by fine to dump sew 
age and waste into lakes, rivers and streams. The gov 
ernment is taking a hand in it in certain sections of the 
country. Big metropolitan and small rural newspapers 
are reflecting in their columns the awakening of the 
public to the realization that the nation’s water supply 
is endangered. The opportunity is ripe for the plumber 
to let his voice be heard, individually and through his 
association, and to let it be heard in the van of those 
voices crying for pure water. Next to the drinking and 
bathing public, no one class should be so vitally inter- 
ested in this movement as the- plumber. For he works 
with water, and his stock in trade is salable only so 
long as it is pure. Action now means glory and business 
later. 


Today's the day. 


The The latest crop of newspaper 


clippings included one from the 
Plumber Joke “Wisconsin News,” Milwaukee, 
and one from the “Iénterprise,” Brockton, Mass. Each 
had its little version of the moss-eaten plumber joke 
about high prices and going back to the shop for tools, 
While such misinterpretation of the plumbing business 
is regrettable, it is, after all, of little consequence in its 
effect on the public. The barber talks too much, the 
physician leaves his implements inside his patient, the 
banker has a heart of flint, the butcher weighs his hand 
with the meat. At least, the jokesmith will have it so. 
\nd we still have our hair cut, we still have our ap- 
pendix removed, we still borrow money and we still buy 
heefsteak. So will we still plumb our houses. One funny 
artist, who has his fling with the plumber now and then, 
draws a series of cartoons that he calls, “But it doesn’t 
mean anything.” That’s what all these jokes should be 
labeled. For they don’t. 


To be slandered 
is to be famous. 


4 The recent formation of the Na 
A A CW 


i , tional Assoctation of Plumbing In- 
Assoctation structors is a promise of future 
rapid strides in the production of technically skilled 
mechanics. When associations of master plumbers finally 
realized that it was up to them to get action on the 
shortage-of-journeymen question, they went far Chey 
devised plans of establishing plumbing courses that would 
give a boy the technical knowledge needed. But, having 
devised these plans, they were up against the question, 
“What good are plumbing courses without some one to 
teach them?” Competent plumbing instructors, that was 
the need. Now, to answer that need, comes this new 
association. The plumbing field welcomes it and looks 


to it for big things. 


Thr Way fo help yourself 


fo help the other fellow 


‘ 


One of the serious wastes in plumb 


Collecting 
the Bill 


men who will sell or do work for a customer with as 


ing and heating ts bad credits. Gen 


erally speakiny, there are few business 


little regard for and as little.information about the pos 
sibilities of collecting the bill as the plumber. [t 1s the 
right of every man in business to know the credit rating 
of the customer who seeks his services. It is the right 
of the master plumber to know whethgr a customer ts 
in the habit of paying his plumbing bills. A plumbers’ 
credit association in a locality can quickly gather, from 
the experiences of the members, the necessary informa 
tion about plumbing buyers in that locality. A plumbers’ 


credit association will mean receipted bills 


If you leap before you look 


vou may expect to look fooltsh 


H The season for “Own Your Home” expo 
ome sitions is in full swing. In all these ex 
Shows positions makers of plumbing and heating 
supplies are exhibiting products that create desire in the 
minds of potential buyers. ‘The live master plumber and 
heating contractor will use this opportunity of convert 


ing desire into business. 
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The accessories shown in these 


windows win many a customer 


MILT MARVELS says 


Little Town or Big Town 


you've got to Ask ’’Em To Buy 


SUPPOSE I'm like every other human being—lI like to 

say “I told you so,” with a happy grin on my face 

Of course, I use a little discrimination. I don’t say it 
to a friend who has just dropped a couple of thousand 
in the market. I value my personal safety too much 
for that. 

But I do have my own pet ideas about merchandising 
and its possibilities. And occasionally when I find them 
confirmed by the practice of some up-and-coming master 
plumber, I can’t resist the “I told you so” feeling, and 
I'm apt to say it. 

One idea I’ve always had, since I was a cub in the 
merchandising game, trying to convince merchants that 
bigger business lay in the direction of aggressive sales 
tacties, is this: There isn’t any fundamental difference 
between folks in small towns and folks in big cities. 


BIG TOWN OR LITTLE TOWN MERCHANDISING 

"VE stormed up and down a man’s office more than 
| once because he has said to me, “Oh, that kind of 
merchandising may be all right in a big city, but it isn’t 
much use in a small town like this.” Just take down 
iny almanac and glance over the population of the United 


States, as it is distributed between big and little citie: 
It’s a fact that the bulk of our population lives outside. of 
cities like New York and Chicago. 

It’s a fact that the big merchandisers sell most of their 
goods to those people who live away from the centers of 
population As I've said before, the magazines which 
carry business building advertising go alike to the big 
city and the little Like the rain, it falleth alike on 
the little frog in the big pond and the big frog in the 
little pond. If the same merchandising principles do not 
apply, then some of these firms that are spending hun 
dreds of thousands in advertising every year are certainly 
badly fooled 

So we come to the story of James Muckle, of Gilroy, 
California—a story which brings the grin and the “T told 
vou so” to my lips. Gilroy has the astounding popula 
tion of 2862. Gilroy is obviously not in the same class 
with New York. You could tuck its population into one 
of the big buildings in New York. 

And vet James Muckle recognizes the fact that the 
native of Gilroy and the native of New York are ‘brothers 
under the skin.”’ They have the same pride in their 
homes, in their families, the same ambitions to progres 
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and prosper To those worthy ambitions James Muckle 


ministers, to his great credit. 


ASK °’EM TO BUY 
R. MUCKLE, speaking about “‘bad debts,’ 
M in a small town the merchant can easily 
the “bad pay” people He can know nearly every 
body in town, particularly if they are of any importance 
But 


adver 


says that 


know all 
pretty 


He can be pretty well known to everybody in town 
that does not mean to Mr. Muckle that he 
tise. He doesn’t think that 
good customers on his books, he ought to stop advertising 


needn't 
even because he has mighty 
to them. 

Every week he makes use of the Advertising Editorial 
in “Domestic Engineering” for his local newspaper adver- 
tising 
dition he 
prospects to 


That’s a message to everybody in town In ad 


has a carefully selected list of customers and 
whom he 
fact that 

customers and prospects 
in the field called to their 
merely the personal 
It’s more important 
he offers, 


keeps 


sends mailing matter. He appre 

His 
have the things 
After all, it 
acquaintance which 
that they know the 
and the kind 


advised 


ciates the knowing him isn't sufficient 


need to newer 
attention isn't 
brings in busi 
ness value of 
the merchandise 
may expect He 


vertising. 


of service they 


them through his ad- 


Now I want to give you conclusive proof that merchan 
big one 
establishments in 


profitable in a small town as in a 


that in the 


dising is as 
Do you know 
the big cities, it is 
clerk or department head can call people by their names? 
Why? Because it tickles the pride of the customer. To 
feel that, out of the many people who visit the store, you 
feel that 
has taken an 


large retail 


considered a fine qualification if a 


are remembered by name, is to your patronags 


is appreciated, and that someone interest in 


you 
Mr. Muckle has 
than I 


out to a higher 
The 
telephone call 

call When Mr 


this 
found it 
track of 
number” 


worked practice 


degrees have ever anywhere young 


lady in his office keeps every 


even if it is the usual “wrong 
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Muckle comes in he looks over all these calls so he 
know who called, and what they wanted 

Mrs. Smith and asks about the wate 
running out of the sink too slowly. She is told to hav 
Mr. Smith use a “plumber’s friend’ on the waste pij 
The time Mr. Muckle sees Mr. Smith on the street 
he asks about the sink. means no mons 
pocket a feeling in th 
mind of Smith personal inter 


Suppose calls 


next 
As he says, it 
then, but it does create 
that Mr. Muckle has a 


in his 


in him, 

For the same reason, Mr. Muckle supervises personall; 
large or small. He wants every one of his 
customers to feel that he is really interested in their prob 
He studies their needs so that he can talk intelli 
gently with them. He feels that every master ought to 
make the plumbing of the home as personal a business 
as the work of the dentist or the doctor. And when he’s 
talking to Mr. Smith, if Smith complains about something 
Mr. Muckle knows that Smith himself can make 
tells him what to get and how to do it. 
which Mr. Muckle follows closely 
“merchant princes.”’ Look at 
the two interior photographs. It’s not necessary for me 
to say that the display is kept shining all the time. The 
look of the sales room will tell you that. It tells 
the incoming customer that, too. It does more to win 
confidence than an hour’s talk in a dingy, badly arranged 
Muckle knows the value of surround 
green in the plants is restful—it 
and the wide, 
to sink into 


every job, 


lems 


else, and 
the repair, he 
Another point on 


the practice of the great 


very 


room Mr. 
ings The 
makes the store 
able invite the 
do her shopping at ease. 


sales 
touch of 
look home-like, 
customer 


comfort 


chairs them and 


THE RIGHT “SELLING” SURROUNDINGS 
YOTICE the position of those chairs. They are directly 
N opposite the display booths. While the customer rests 
demonstrate 
know 
rush If 


and 
You 
customer who is in a 


Muckle describe 


fixtures displayed. 


comfortably, Mr. can 


the qualities of the how 


difficult it is to sell the 


“shopping,’’ and has to 


he, or he, comes in, tired from 


——[——————————— — 85858585855 


Comfortable chairs are a great help to selling 
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These are the neat displays the customer views from the comfortable chairs across the store 


stand around while you take the time necessary to give 
a thorough explanation of the values you are offering, 
you won't be able to hold their attention. 

But let them sink down into the 
and relax. Help them to forget their weary feet 
will wear shoes for looks rather than comfort, you know 

-and your sales message will have a chance to register 
with them. The of fatigue is a powerful re- 
sistant to good selling. A comfortable chair, 
surroundings, will induce mental 


comfortable chairs 


ladies 


irritation 
in orderly 
repose. 

You will note from Mr. Muckle’s window displays that 
he believes in selling accessories. Again he that 
he’s in agreement with the ‘big fellows.’ In the first 
place, the retailer in any line ought to shape his service 
so that it customers. Smith, 
hurrying home to his evening meal, remembers that his 
wife complained about an annoying drip from the closet 
tank. He drops in at Muckle’s, is sold the needed tank 
bulb, told how to put it in, if necessary, and goes on his 
way. When he has made several such purchases, he has 
become acquainted with Mr. Muckle, and his store, and 
his service. Backed up, remember, by the fact that the 
next time Mr. Muckle will probably ask 
if the trouble in the tank has been corrected. All this 
builds up a state of mind which sooner or later will bring 
Mr. Muckle the bigger jobs in the Smith household. Ac- 
they are good advance 


shows 


offers conveniences to his 


sees Smith he 


cessories are not only profitable; 
agents for later business, 

It’s almost superfluous for me to say that no estimate 
bearing the name of James Muckle ever fails to receive 
the baptism of overhead and profit. His policy is, a square 
deal on every job, but a profit. When you're selling your 
service as James Muckle is, you needn’t be afraid to 
add the items of profit and overhead. The master who 
is sure of himself shows it by firmly insisting that he 
is entitled to a fair return for his services. 


GETTING A BROADER VIEWPOINT 
T’S a peculiar thing, but every time I find a master 
his business on a sound 


who is conducting basis, I 


find one who has found time to get away from the details 


of the day’s work and get a larger view of the industry 
Mr. Muckle is not too busy to read 
says emphatically that 
to keep in 


dered by the National Trade Extension Bureau. 


his trade papers. He 


they are of value to him He is 


never too busy touch with the services ren 


Above all, he is never too busy to get into association 
work Mr. 
Master 


Muckle is vice-president of the Coast County 
cut-and-dried 

association 
work He 
other 


Plumbers’ Association It’s a con 
that the 


bring 


clusion man who is active in work 


can't himself to cut prices just to get 


has too broad a viewpoint He learns how men 


he brings nothing out 
that 


are meeting their problems, and if 


conviction can't 
that 


You certainly can't eat up your capital 


of association work but the you 


eat your cake and have it too, work has been most 


profitable to him. 


in profitless jobs and hope to keep it active in yout 


business. 
You 
John 


retail establishment—the 
Fields, 
they 


into the big 
Marshall 
merchandise 


can’t go 
Wanamakers, the make 


Their 


etc., and 


your price on the offer 
merchandise is priced in accordance with their knowledge 
of their The profit to the 
store. If you don’t want to pay 
and forego the quality and service you are assured 


own 


overhead price includes.a 


the price, you go else 
where 
by the merchant who firmly insists upon the price to which 


he is entitled. 


MERCHANDISING PAYS 

© I wind up the story of James Muckle with the feeling 
S that he has proved my contention that you not only 
can, but you must, merchandise in whatever size city you 
serve. It pays to adopt the best practices—to advertise, 
though have a string of satisfied customers 
It pays to show 
personal interest in their problems 
lot to do with the state of mind in which people accept 
your efforts to sell them. worked out sound 
merchandising policies, you need never be afraid to in- 
clude profit and overhead in your estimates. People will 
always pay the right price to the man who has convinced 


them by good merchandise that he is the right man 


even you 


your customers that you have a sincere 


Surroundings have a 


If you've 














Out of a wide experience, the author © 
this article discusses the problems arising 


out of difficult installations requiring 


U nusual 
Vents 


By ADEN E. SMITH 


Vent Stack 


nor permitting an excess of pressure causing the trap seal 
to blow out In addition to this the vent lines must 
provide aeration of all soil, waste and vent lines, main 
taining a circulation of air throughout the entire system 
at all times This provides oxygen in the pipe lines 
prevents septic action from setting up and prolongs the 








' ; life of the material 
i—Showing sink in middle of room Son 
It is evident that if a vent line does this it has accom 
plished its purpose. Therefore, if we so arrange the vent 
st f juent vuestions asked ; i . N 

eres Sar ee from a trap serving a fixture setting out in the room, with 
‘ tilate ; fixture irs P P : : sae 
[ ventilate a " ‘Pout exposing an objectionable vertical line to the ceiling 


ed I ‘ ‘ te ‘ t e 4 \ { out ~ PY 1 : . 
located in the center of the room withor Xposin it should be satisfactory 


ctionable vertic: e to the ce pvr" 6 | Phase ss . i 
an objectionabl ical pipe to the ceiling This que Fixtures located away from the walls may be arranged 


tion is indeed a real problem where the code requires a Qither singly or in batteries, but in any event most codes 


. ‘ising continu ey te 1d vent to a point rher i : ; 
direct rising continuous wa and vet , nt higher .equire that fixtures thus located be separately trapped 
than the fixture before offsetting 


Manv codes absolutels 





and vented. 


The reason for prohibiting flat vents is to guard against 


: ad i d se vat i only alternative 0 sabe , . 
vent and it would m tha h alternative would the possibility of waste matter backing up into the vent 


be a direct rising vent This « nearly always be accom line and clogging it up, thus destroying the vent either 


‘ . here the f t > in ena v ] ft = } } 9 P 
plished wher fxture is near a wall, but is mucl partially or completely. For this reason most codes re 


more difficult in the case of laboratory sinks, chemical quire that a vent line rise vertically or at an angle of not 


sinks, domestic science sinks, barber lavatories and similar jess than 45 deg. to a point above the rim of the fixture 
fixtures located away from the walls of the room before offsetting 
My experience as an inspector of plumbing, administer This is a wise provision and one that can nearly always 
ing a law which contained no provision for such con ! adhered 


to if proper methods are used. But the 
tingencies, but did have very rigid provisions prohibiting technique of venting is such a broad subject that we must 
any except a direct rising vent, continuous with the waste 
of such fixtures as named above, made some logical solu 


tion of this problem imperative 


2 
* 


Certain floor outlet fixtures such as urinals, water 
closets, and slop sinks can be successfully circuit vented, 
with proper arrangements and under certain limitations 


but any fixture with a trap smaller than 2 in. can not be 


Of Foom 


circuit vented satisfactorily I mention circuit venting 


because I wish to differentiate between this type of vent 


In Center 


ing and what I am going to call loop venting Often the 


terms circuit venting and loop venting are considered 


\ 


synonymous, but they are in reality different methods 
used for different purposes 


THE PURPOSE OF THE VENT 


HE PROPER method of circuit venting batteries of 
fixtures is a story of itself while the loop vent may 


be used in venting an individual fixture as I will illustrate 


vent Stack 
Waste Glack 





Either of these methods must be used with discretion 
and under certain limited conditions. They must be prop 








erly installed or they will defeat their own purpose 


A vent serves its purpose when it maintains atmospheric 

naiene st te , ll tin , are Fie, 2—A method of venting which may he better from 4 
jressure oOo 1e ap sea a ‘ 1e8, ever yermi y js ~ 
J I . . ; oa technical point of view, but is prohibitive from a structural 
the pressure to tend toward a vacuum causing syphonage, standpoint 
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Fig. 3—An example of how the problem may be handled 
when the condition illustrated in Fig. | exists on two floors 


confine ourselves to one phase of it only, in what is 
intended to be a short article. ° 


LOOP VENTING 

IG. 1 illustrates a sink in the center of the room 
OF is nearest waste and vent lines are in the wall sev 
eral feet distant. To get a proper vent we must have it 
continuous with the waste; we must have it rise directly 
to a point above the rim of the fixture; we must have it 
dry and self draining of condensation and it must be 
individual. 

The illustration shows the waste carried under the 
floor to a point at the end of the sink, then rising vertically 
to a point just above the rim of the fixture. At the proper 
height a drainage fitting is inserted to receive a “P” trap 
If the code is not too strict it may be possible to terminate 
the loop just under the rim to hide it altogether, but if 
this were done it would be possible for sewage to back 
up in the vent before overflowing the sink This might 
be considered either an advantage or a disadvantage ac- 
cording to the viewpoint. The top of the pipe is then 
returned to below the floor as a vent, connecting to the 
waste at its lowest point to provide a drip for condensa 
tion. It is then carried to the wall and connected to the 
vent stack. If the connection at the stack is the lowest 
point the drip may be omitted, but in any event the line 
must be self draining. 

My name for this type of back venting is “leop venting” 
and is not to be confused with circuit venting which is an 
entirely different matter. 

No claim is made that this method is ideal or should 
be used promiscuously, but it is offered as an alternative 
to the vertical line out in the middle of the room as shown 
in Fig. 2. This latter method may be better from a 


| 
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technical viewpoint but is often absolutely prohibitory 
from a structural standpoint and if insisted upon might 
cause the fixture to be eliminated or placed in a much 
less convenient location 

It sometimes happens in school house construction 
that this condition exists upon two floors, one above the 
other, in which case the problem can be worked out as 
shown in Fig. 3 Or if several fixtures are set in a row 
down the center of the room it can be arranged as shown 
in Fig. 4 

This short article does not take into consideration the 
question of acid wastes from chemical sinks, but attempts 
to deal with the solving of one problem only 

If chemicals are used in any or all of the fixtures so 
vented, there is no reason why the usual methods of 
protecting the pipe can not be used But that is also 


another story 


PARTNERS AND THEIR CONTRACTS 
FYNHE rights, duties, and functions of partners, in a 
| great measure, comprehend those of agents, and the 
general rules of law applicable to agents apply with equal 
force to partners. Accordingly the liability of one partner 
for the acts of his copartner is founded on and governed 
by the principles of agency. Every partner is not only a 
principal, but also a general and authorized agent for 
the firm, and the agent of all the partners for all pur 
poses within the scope and objects of the partnership 
Hence a contract will ordinarily bind a partnership when 
it is made by a partner within the apparent scope of his 
authority, and the person dealing with the partner has 
no knowledge that such partner intends it for his in 
dividual benefit and is acting in violation of his obliga 
tions and duties to the tirm On the other hand, where 
a person seeking to charge the partnership is apprized 
that the transaction is not for or on account of the firm, 
or knows, or has reason to believe, that the firm’s credit 
is being pledged, or that payment is being made with 
partnership funds in satisfaction of an individual debt, 
the copartner not consenting thereto will not be bound 
thereby. While it is not necessary that a person extend 
ing credit to a partnership should know or believe that 
each individual of the firm would approve the transaction, 
it is necessary that he should not know that the property 
sold was not to inure to their benefit, in the absence of 
all proof of the assent or approbation of the party to be 


charged Supreme Court of Okla., 222 Pac. Report., 693 
I 














in. 4—Showing a suggested arrangement where several 
fixtures are set in a row down the center of room 
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BOVE we show our regular incorrect drawing prob 
lem You are invited to 
method of installing this correctly 

The feature to pay special attention to in this problem, 
the long lines of horizontal 
actual you 
the upper floors, 


seems to the 


send in for publication, 


your job 


is soil and vent In 


on 


pipe 


practice lines 


would not find these long 


and it is for you to work out what 


be best 


arrangement 


A SUGGESTION 
E suggest that you draw the pipe lines on the lay- 
Wow on the opposite page, or trace the fixtures on 
tracing paper or tracing cloth After studying the prob- 
lem, put in the pipe lines in pencil where you think they 
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should go Do not ink the pencil That 
done for you in our Art Department. See Fig. 2. 

Study the problem before you start anything, and then 
spend enough time to make a neat looking job We are 
not asking for finished drawings, but it is to your advan 
tage the that 


all will 


lines will be 


do best 


that 


to you 


ask 


can If vou will do your 


best is 


. 
NOW IS THE TIME TO START 


Wwe 


K you haven't done one of these problems, try this on: 
| You will be surprised to see how interesting the work i 
The Class is growing rapidly, but we have made plan 
whereby we can accommodate a large number. One Clas 
member, a master plumber, writes ‘IT am getting mor 
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Fig. 2.—This Inyout is for your convenience. Draw the pipe lines in with a pencil, make the corrections you would make 


if you were installing the job, sign your name and address 


benefit out of these corrected drawings than I ever thought 
possible I certainly hope you will continue their publi 
cation. I also get a great deal of information from read 
ing the criticisms of drawings sent in by other master 


” 


plumbers. 


CORPORATION AND TRADE NAMES 


CORPORATION has the exclusive right to the use 

A of its own name; and a court of equity will en- 

join another from using or imitating the same, upon 

the same principles under which persons are protected 
in the use of trade-marks. 

A person or corporation may acquire a_ trade-name. 

Such trade-name is as much descriptive of the manu 


or initials, and send it in to “Domestic Engineering” 


facturer or dealer as is his own name; and the infringe 
ment of such trade-name of an individual or corporation 
will be enjoined by a court of equity when a_ proper 
case is made. 

The degree of resemblance between names which is 
sufficient to warrant equitable interference is not capa 
ble of exact definition. It may be stated generally 
that the similarity must be such as is likely to mislead 
purchasers of ordinary prudence, or, in other words, the 
ordinary buyer, into the belief that the goods, services, 
or wares are those of a business rival From decision 
recently handed down by the Supreme Court of Georgia, 
in Saunders, Ete., Co. v. Company, 123 Southeastern 


Reporter, 132 

























































In this concluding article Mr. Riesbeck points out some further 


industrial prospects who might be interested in the subject of 


‘Tem perature Regulation 


By E. W. 


N many tate laws are n eXistence 
compelling factoric to furnish hot 
water for washrooms for the use of 


the employe In some cases, where no ga 


available, this necessitates the installa 


tion of a hot water boiler, or where steam 


is available a hot water tank for use 


during lunch hour and at closing time 


comparatively short period of time 


This, in a great many cases, causes a 


great deal of expense and, no doubt, is 


a waste of steam during the hours the 


equipment is 

This 
of a thermostatic mixer 
hot 


not in use 


difficulty is overcome by the use 


which uses steain 


in place of water, and produces hot 


water instantaneously and at any degree 


for Such an 
Fig. 7 The 
the mixer on the right 
the left The 
travels upward to the mix 


required washing purpose 


installation is shown in 





cold water enters 


Fig. 6.—A tem- ‘Side, the steam on side. 


perature valve heated wate! 


suitable 
cooking hams, 


fer ing chamber in which a thermostat is 


with a volatile 


the 


installed charged 


The 


liquid 
SnRUAR ECS or » : 
any solution in temperature of Water passing 


achemical plant around this thermostat expands or con 

tracts it, as the case may be, thus con 
trolling the steam supply, and incidentally, the water 
temperature These fixtures eliminate the expensive in- 


stallation of the hot water tank, and where buildings 
are high, the installation of a hot water circulating pump, 
which would be an additional expense 

Where gas is available, an instantaneous hot water 











heater is often installed, which, of course, necessitates 
the running of cold water to the washstand also, unless 
a water mixer is installed in the supply 
» ix the Eg d water OE | rs te 
pipe to mix the hot and cold I aa tas cane eee 
This is desirable and will save water, oe = Dae GE 
because in most cases the washing is a aoa ar KOR Ke 
; I I I Dass 
done under the faucets for sanitary yr Binion i a T 
- - T T 
reasons, to eliminate the communication I T a SORA | I ‘ 
ge sass DS SES EE | 
of disease from one person to another Lamkin ia 
es oo 
ER | 
asi : es i : [. SSeS 
TEMPERATURE CONTROL OF DRY Se Se SIAL SE 
. — ) MS ES Roceaan 
KILNS CRESS I 


kiln, used for a great 


HE old dry ‘ 
number of years, was in most cases 


operated by hand control The waste 
of lumber by this method was enormous. 
It has been proven by the Forest Prod- 


ucts Laboratory at Madison, Wisconsin, 
that a dry kiln properly controlled will 


waste but very little lumber, and the 
quality of the lumber after it is dried 
and comes from the kiln, will be far 
better than by the old hand method 


HoH 


WASH BASIN. 


RIESBECK 


Live steam or exhaust can be used for drying lumber 
to great advantage, and is preferable to any other 
method Exhaust steam is used with excellent results 
if it is connected by means of a pressure reducing valve 
to a live steam line, so that when the exhaust is not 
sufficient to heat the dry kiln to the predetermined tem 
perature, this valve will open automatically and supply 
the deficiency The temperature of a dry kiln should bi 
kept almost constant after the dry kiln has been run 
for a day or two and is slowly warmed up. The mort 
constant the temperature is kept in a dry kiln, the bet 
ter the grade of lumber that will be produced. Fig. 
shows a regulator used for control of temperature in 
dry kilns 

It seems to the writer that there are a great many 
dry kilns throughout the country that are still operated 
by the old hand method, and it behooves me at this 
time to call attention to this matter in order that our 
heating contractors may go after this class of work and 
gain additional business that can be done by almost 
any heating contractor, work which he can carry out 


It would be a credit to our heating 
after 
far as their 


very satisfactorily. 


contractors if they would go this type of work. 


It would no doubt benefit them so bank ac- 


counts are concerned. 


VATS AND TANKS IN VARIOUS INDUSTRIES 
THERMOSTATICALLY CONTROLLED 

NOTHER very profitable feature is the temperature 
A cooking tanks in packing plants, 
and sausage vat control, and the control of chemicals in 
vats in various plants throughout the country. It 
to the that temperature control of 
mentioned plants would not only be desirable but would 
the 


control of ham 


seems 


writer these above 


be very profitable to heating contractor, and much 















Fig. 7.—Wash sink control for factories 
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could be said about the various plants running in differ 
ent parts of the country, plants in which the old hand 
control method is still used, a custom which is highly 
undesirable and wasteful. 

Where temperature controlling apparatuses have been 
installed on vats and in chemical plants the result has 
not only been an increase in production and a far bet 
ter product, but in many cases 
the operator who was formerly ( 
employed to watch these tanks { 
and the temperature of them 
could be used for other purposes. 





To regulate water or other 
liquid in a tank by hand is quite 
a problem, one which requires the 
constant attention of the operator, 
but by the use of temperature 
control, it can be eliminated. 
Temperature control is now used 
not only in chemical factories but 
in various other manufacturing 


establishments as well. Tempera- pig, s,—Reguiators for 
kilns, ete, 


ture control can be installed with of dry 
good results in almost any factory 

requiring the use of steam for heating or for the purpose 
of manufacturing food products, ete. 


TEMPERATURE CONTROL OF TANNERIES, ETC. 
ANNERIES have lately installed temperature con 
~~ and this has resulted in a better product from 
the vats than was ever produced before by the hand 
method. Sugar factories, in some places in the country, 
are using temperature control to good advantage. There 
is no doubt that many other establishments in the smaller 
towns still use the old hand method, and the writer feels 
that our master steamfitters ought to go after this busi 
ness and increase their bank accounts, and also their 
standing in the community by going after this business 
Fig. 9 shows a tanning vat controlled by a tempera 
ture regulator. Vats have for years been controlled 
by hand and are now producing a better grade of leather 
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uw 


than before the temperature regulation was_ installed. 
Fig. 6 shows a temperature control valve suitable for 


cooking hams, sausage, or any solution in &a chemical 
plant; in fact, any type or kind of vat that is used for 
manufacturing purposes The thermostatic member is 


inserted in the tank itself and controls the temperature 
of the fluid in the tank, by opening or closing the steam 
supply valve 

There is no doubt in the writer's 
mind that if our heating contract- 
ors would make a trip to the 
various factories located in their 
towns, they would see a number 
of places where temperature con 
trol could be used to good advan 
tage and where they could install 
temperature regulation which 
would be a credit to them This 


would also demonstrate that they 





are real, live and up-to-date in 
the business of heating and tem 


controlling temperature perature regulation 

Should there be any questions 
that you want to ask on tempera 
ture control, or should you desire, after you have 
decided to install temperature control devices in any 
f 


factory and need additional information, we will be 


only too glad to assist you and help you along with this 


work to get it started. It is a profitable line—there 
is no question about that, and is easily understood We 
Will be only too pleased to assist you in anything you 
might not understand Send in your inquiries and we 


will be glad to answer them 

It would be a fine thing for many contractors if they 
would learn more about heat regulation, not only as ap 
plied to industrial work, but also to domestic heat reg 
ulation Many of them find it particularly valuable in 
servicing and installing oil burners 

f: dil ! Vole th 


fore ft ( tled “What the H f y Contractor Should Knox 


1 TEMPERATURE REGULATOR 
2. THERMOSTATIC BULB IN PERFORATED PIPE 
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Fig. 0.—Showing vat 


mont 





control in a tannery 
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The Grease B 


uncom- 
mon case of small 


stream pollution 
from kitchen and 
laundry waste 

Right—C los e-up 
photograph show- 
ing mrense top 
scum. This waste 
was discharged 
through a basin 
of inadequate ca- 





pacity 
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The part it should play in preventing stream pollution, and 
eliminating a source of trouble in public sewerage systems 


By FRANK R. KING 


HIS article is devoted to a brief discussion of grease 


basin essentials and the basic principles underlying 


intended to be 
however, to cover most of the impor- 
tant factors if satisfactory results are to be obtained. 
The mind further that the dis- 
cussion grease installations 
in connection with hotels, 
kitchens 


their construction These are com- 


prehensive enough 


reader should bear in 


confined mainly to basin 


is 


or like appliances that serve 


restaurants, institutions, or other where greasy 


obtains 
it 
for 


waste 
That 


exists 


in 
be 


an 


any considerable amounts. 
understood when an actual need 
that 


linked together as a 


may better 


such installation, and 
be 
unit, and then considered from the viewpoint of practical 


construction, and maintenance, the 


the responsible 


factors may studied separately, 


successful operation 
following facts are presented: 


GREASE BASINS TO PREVENT STREAM POLLUTION 

HE PURPOSE of the grease basin or “interceptor’”’ is 
ip in the endeavor to arrest and retain in the 
basin, such grease obtains in kitchen liquid-carried 
waste, with the object of preventing stoppages and inter- 
ference in the sewage treatment in 

1. The building drain above or under ground. 

The house drain from main sewer to building. 
The main 


as 


> 
> 
) 


sewers. 


26 


The process of diverting the grease from the 
sewers through the interceptor is important for the effect 
it has upon the proper 


treatment methods are employed. 


public 


treating of sewage when such 
For public sewerage 
systems applying to the removal of household waste, this 
separation may be accomplished effectively and more eco 
nomically by use of a common interceptor located near 
and preceding the sewage treatment tank. 

Like basins, interceptors serving similar purposes and 
functioning in the same manner are employed for inter 
cepting oils and materials having a specific gravity lighter 
than Their design, and operation 
dependent upon the character of the waste, volume 
treated, and final satisfactory disposal. 

Discharge of such waste into streams or lakes or upon 
the ground, especially waste containing grease, tallow, 
fats or oil, often creates objectionable conditions for man, 
stock, fish or game. In such cases effective treatment and 
proper final disposal are a public duty that 


assumed by everyone concerned. 
HE FOLLOWING may be taken for a guide in ar 
ing at the capacity and determining the design and 
care of grease basins: 


water. capacity are 


to be 


should be 


CAPACITY OF GREASE BASIN 


riv- 


The capacity of the grease basin serving in connection 
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The 


Unit 


he simplified 
adieu 


Your wife or your mother can tell you more about this than we 
can. ‘Talk it over with her—that’s the smart thing to do 


Our guess is that she will tell you dishwashing is the worst job 


around the house. ‘Three times a day 


305 days a year \nd 


overtime. All the way from the glassware to the dishpan and 


the sink itself. 


The Classic Sink Fixture can help a whole lot to make this hard 
disagreeable task a light and pleasant one. With the hose and 
spray attachment the Classic is a handy, efficient dishwasher that 
costs little and takes no trouble to keep working 


More elaborate dishwashers are being sold in large numbers 

Here is a chance for you to make some 
good extra profits and win the lasting ar- 
preciation of your customers. 


but not by plumbers 





muMimu 


_ % Wi 4 
‘ » OTMER STYLES FF ww 
OR cle Sore 


Wont 


then step out and 
neighborhood! 


your 
you 


jobber or 


you talk this over with the women folks and 
set some of this business in your 
Place a sample order right away with 
{ us his name if he cant supply 
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Renewable 





















Classic Sink 
Fixture 


| he famous Classic Qua 


turn Mixing Faucet 
with swinging spout 


self-draining china soay 


dish, hose and spray 
Adjustable for any sink 


Write for Dealer 
Helps 


Di } lay tand 

big Classic window di 
play, illustrated folder 
envelope tuffer win 
dow transfers, etc. [he 

vill hel; You ell Com 
caHvo Faucet 














GO FAUCETS 


The Chicago Faucet Company 


2700 to 2722 N. Crawford Ave. Chicago 
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The Faucet with the Standardized Renewable Unit 7 
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with hotel or restaurant kitchens, etc., should be twice 
that of the average inflowing waste in gal. per hour 

Type of equipment and appliances used, temperature of 
the discharged waste water, amount of grease contained 
therein, and type and location of the basin are also to 
be considered. 

For all practical purposes, waste greases from kitchens 
may be defined as grease, tallow, fats, oils, ete., such as 
accrue from the preparing of food for consumption. 

Where the flow or discharge from the kitchen is 100 
gal. per hour, the capacity of the basin should be 200 
gal. or more. 
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Cross Section A A 


4/0 


Fig. 1—Showing design and enpacity of a grense basin in 
connection with hotels, restaurants, or institution kitchens 
serving 58 meals per hour. Discharged water estimated at 
4 gal. per meal=2232 gal. Capacity of basin 2 ft. «7 ft. * 5 ft. 
70 cu. ft.=—500 gal. capacity necessary for effective operation 


The discharge from restaurant and hotel kitchens is 
usually estimated at 3 to 5 gal. per meal. 

In accordance with this rule, the grease basin receiving 
the waste water from a kitchen serving 100 meals per 
hour, should have a liquid contents capacity of 500 gal 

The temperature of the waste water discharged will 
vary from 160 to 200 deg. Grease chills, solidifies and 
feparates from water more readily at a temperature of 
about $5 degrees, and melts at body temperature, which 
is 98 to 100 deg. 

The temperature of grease basin water varies from 60 
to 100 deg. or more, depending upon type, location and 
size of basin. The following example serves to illustrate 
what the temperature of the basin contents will be after 
discharging 230 gal. of waste water at a temperature of 
150 deg. into 500 gal. of basin water at a temperature 
of 75 deg.: 

EXAMPLE 


Discharge, 230 gal. Temp. 150 deg. x 230=34,500 
Zasin, 500 gal Temp 75 deg. x 500—37,500 
730 gal. 72,000 


72,000 





730 —98 deg. Thus 98 deg. would be the estimated 
temperature of the basin contents after the mixing of the 
waters or a temperature to enhance grease separation. 
Because it is lighter than water, grease rises to the top, 
whence it must be removed whenever it exceeds 1 ft. in 
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depth When this is not done, the purpose and value of 


the grease basin are reduced or lost entirely 


DESIGN OF THE RECEPTOR 


O OBTAIN efficient functioning, it is necessary that 
‘Dan inlet and outlet be placed 4 or more ft. apart, the 
distance depending upon the volume of waste tributary 
This can be accomplished by proportioning the basin or 
receptor so that its length will be from 8 to 4 times its 
width 
f preventing the basin con 


This will serve the purpose « 
tents from becoming agitated and allowing the grease 
globules to rise to the top. This is a very important factor 
for proper functioning of the basin 

The depth should be not less than 4 ft. below the 
outlet pipe, and deeper where large amounts of waste 
are treated In deeper basins, the outlet should be pro 
portionately deeper, inverted to 2/3 of the liquid con 
tents depth 

The bottom of the inlet pipe shouid enter the basin 
1 to 6 in. above the water line and may terminate within 
the wall or be inverted 6 to 8 in., with a tee or top open 
fitting. Either method is satisfactory. The outlet should 
be made by means of a tee fitting with the top left open, 
and inverted to a depth of 30 to 36 in. below the water 
line. The bottom of the outlet drain should be placed in 
the wall of the receptor from 4 to 6 in. lower than the 
bottom of the inlet pipe 

Grease, as it rises to the surface, often forms a top 


scum from 4 to 6 in. above the water line. For this reason 


the cover of the basin should be not less than 12 in. above 
the water line The manhole must be amply large to 
facilitate cleaning without undue effort For large basins 
the top should be made in removable ctions, or a man 


hole extending % of the length of the basin with manhole 
cover in sections is found satisfactory and practical for 
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Fig. 2.—Showing design of drainage piping and grease basin 


cleaning purposes Fig. 1 shows a basin of this general 


description. 


FUNCTIONING OF THE BASIN 


HE REASONS back of the more efficient results in 
pos basins of oblong design with the inlet and 
outlet a considerable distance apart lie in the following 
factors: 

Grease does not mix with water; it enters the basin 
with the water in the form of globules, their size depend 
ing upon the temperature of the inflowing water seing 
lighter than water they rise to the top;. the longer the 
flowing-through period the more complete the separation 
of grease and water. When the basin contents are in a 
quiet state, grease will rise to top even though a low 
temperature does not prevail 

Three common cooling agencies are employed Air, 
earth and water, the principle involved being in the main 
identical. 


All grease basins give off more or less offensive odors 
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be 
vell fitting, packed cover joints 


the 
plished by 


which accom- 


and if 
com- 


unless cover made airtight can 


is 
making 

by coy 
these 


necessary ering with soil, sand, paper, or a 


CARE 


removing 


AND CLEANING 
of 
matt 
the 


bottom 
offen- 


subdued 


bination of 
NLEANING 


>. settling (¢ 


sive 


grease, scum ofr 


top 


usually results in 
This 


lime 


reanis 


‘T) 


odors arising basin be 


by 


from can 


in part liberal application of exercising care 


and a small iron 


discharged 


hopper equipped with strainer pot trap 


intercept solids from a potato peeler, into 


main drain of building 


and using proper equipment in the task and 


the 
ot 
improperly cared for 
the 
shortcomings 
the defect 


performing 


in hauling aw residue 


insufficient capacity, 
do 


grease to 


basins faulty design 
choked 


ervice anticipated 


Crease or 


partly or not render the 


and allow flow through 


usually in 


lack of 


Their 
of 


without separation 


to the 


are 


proportion extent or care 


HOME 


N PRIVATE homes, unless governed 
forced ordinance provisions, the use 
is of doubttul advantage to the drainage system. 


the of the 


water private 


INSTALLATIONS 
by 


ot 


actually en 
grease basins 
Basing 
full of 
modern 

The 
private 


capacity grease basin on a dishpan 


for homes is not consistent with 


home equipment or good housekeeping methods 


the 
The use of the grease basin 


amount of grease discharged from ordinary 


home is negligible is there 





Showing manhole cover of grease basin located under kitchen 
dish washer and other kitchen 
arrangement, as removal of grease 
dificult and offensive 


Receives waste from 


An 


floor. 
sinks. unsatisfactory 
top scum is 
favor 
able piping or other factors seem to demand their use. 


fore of uncertain value except in instances where 


NOTES ON PIPING, DESIGN, INSTALLATION AND CARE 
O KNOW oniy the cause of a given condition is not 
sufficient. The plumber serves best when he knows 


how to correct the trouble. First to ascertain the cause, 


| ‘ 
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then apply the remedy and in such a manner as not to 
cause another complaint, is the plumber’s job. 

The of the basin with relation to the 
fixtures it serves important. Piping the 
be as short and direct as is practicable, free 
fittings should be 


location grease 


is always to 


basin must 


from unnecessary changes in direction; 
interior of piping smooth full bors 


that all 


of long radius pattern 


of grade; cleanouts so 
he 
sinks or other appliances should 
of the The drain 
retard flow Venting 
be employed, and should be so in 


This is 


ample size and placed 


parts of drain can rodded. 


Trapping of be done 


so as to prevent unsealing traps. must 


be air-bound so as to the to 
accomplish this 
stalled that it 
essential 

The 


cross 


fact 


not 
must 
can be kept permanently effective 
for satisfactory operation 

to in 
the 
the 


is too small 


be twice the size, 


The 


has some 


basin should 
the 
water head while 
water has none. When the outlet 
the to 
water or the functioning of the basin 


the 
of 
inflowing 


outlet 


section inlet. lies in 


that 
outflowing 


area, reason 


the 


it causes in basin rise, and interfere 


the 


water may 


with inflowing 


In cold climates, piping to and from the basin, and where 


extreme exposure exists, the basin also, must be protected 


against frost by ground or other adequate covering. If 


this is not done, frost stoppages are likely to occur. 








serving effectually for a small sink, in 


restaurant 


Water cooled basin, 


this cease for washing silverware in a 


Grease, tallows and fats enter the piping in fluid state 


and owing to the difference in temperature they congeal 
and adhere to the interior walls of the piping and cause 
chokage difficult to dislodge unless ample provisions are 
made for doing so. 

Congealed grease after passing through the basin is in 
a somewhat different state and does not so readily adhere 
to the walls of the pipe. 

The outlet drain the 
from this danger of stoppage because not all the grease 


is removed by passing the water through a basin or other 


from basin is not entirely free 


interceptor. 
will 


Piping must be so designed that 
readily occur and can be removed by rodding 


stoppages 
not 


The flowing of grease waste to any considerable length 
of horizontal pipe is to be avoided especially under ground 
All drains carrying greasy waste should have a wash 


as obtains from a closet bowl or similar fixture 
The scouring effect of such flow, together with the neu 
tralizing effect of lye, acids and soap, will help materially 
to congeal and break down the grease and to prevent it 
from depositing on the pipe interior. 

Flushing of the drains leading from the sink or other 


such 














a bit 


M 





a 


arch 28, 1925 DOMESTIC ENGINEERING 


31 




















NO. 268 BULL-DOG HIGH TANK 











Four Leaders 





| 
i} 7) YANK making for more than forty years has given a wealth ot 
| 


experience, all of which is embodied in the four tanks illustrat- 
ed above. This makes them leaders in their respective fields. 


| a 


| They arrive safely, hang easily and perform perfectly day in and 


day out, year after year without attention or repairs. 


Tanks which are actually leaders eventually mean leadership for 
jobbers who handle them and plumbers who install them. 
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BULL-DOG SEATS BULL-DOG HINGES 


The jobber who is not handling the Bull-Dog Line should be just to himself and investigate 
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Smokeless 
Boilers 


at the business end of your heat- 
ing installations will assure your 
customers of dependable heating 
service—the desired temperature 


and 


consistently maintained with a 


easily and quickly raised 


moderate fire. 


And there isa Page Boiler—round 
or square—push nipple or header 
type—for every heating need. 
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PAGE BOILERS 


“The Distinguished Service t ine,” 
} “ e S24 
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No. S-40-12 
Monarch 


For more than half a century Page 
Boilers have been building a world- 
wide reputation for honest-to- 
goodness heating service, fuel 
economy and long life. 

The proof of the Boiler is in the 
Heating! 

Write for catalog and price list, 
effective February Ist. This is the 
period of low boiler prices. 


THE WM. H. 
PAGE BOILER CO. 
58 West goth Street 

New York 


PHILADELPHIA MEADVILLE 


Established 18 56 Incorporated 1277 


For All Fuels — Hard or Soft Coal, Gas or Oil 
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appliances to the grease basin by means of boiling (not 


yarm) water after each operation, is effective in prevent- 
ing stoppages from grease chokage and deposits on the 
interior walls of the pipe. 
GREASE BASINS, WHERE REQUIRED 
OTELS, restaurants, institutions, dairy plants, bake 
H shops, laundries, meat markets, slaughter houses, 


packing machine shops, 
boiler 
more or less waste containing greasy or oily substances. 
Such 


before discharging into the public sewers as directed by 


garages, 
discharge 


plants, candy shops, 


rooms, and similar establishments all 


wastes are subject to treatment on the premises 


laws or rules governing In the treatment of such wastes 
large amounts of clear water should be by-passed. as there 
is no advantage in sending such water through the inter- 
ceptor, and because under certain conditions it may inter- 
fere with the proper functioning of the basin. 


CODE REQUIREMENTS 

OST modern plumbing codes and ordinances make 
M specific requirements defining where grease basins 
must be used. In a general way, such measures prescribe 
for the other pro 
visions for grease basins, which in many respects are too 
indefinite to make 
clear to the plumber or user. An example, probably better 


location, construction, capacity and 


accomplish results or their purpose 
than the average code provision, follows: 
ss Catch Basins. All 


shall be constructed in a watertight and substantial man- 


(a) Grease grease catch basins 


ner of brick, cement, concrete, iron or vitrified clay pipe. 








“The End of the Trail.” 


Senside, Oregon, is the western terminus of the lower Columbia River Highway. 
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inverted bend 
least 8 in. and shall 
less than 2% ft. 


“ 


The outlet shall be provided with a 4-in 
and clean-out, shall be submerged at 
be placed in the wall of the basin not 
above the bottom. The basin shall have an airtight stone, 
cement or cast-iron cover. 


Where 


capacity 


“(b) Required. Grease catch basins of ad 


equate must be installed wherever kitchen or 


other greasy wastes from hotels, restaurants, club-houses, 


similar places are discharged into 


omitted from the 


public institutions or 


the sewer Grease catch basins may be 


plumbing system of a private residence Grease traps of 
the water-cooled type, properly designed, constructed and 
installed, and of adequate capacity are required 
“(c) Where Located, 
shall be 


building, 


Whenever possible, grease catch 
outside the wall of the 
and as kitchen or 


Where grease catch basins are installed on the 


basins installed just 


near to the other sink as 


possible 


inside of buildings they shall be made of cast iron or 


concrete with airtight iron cover Concrete 


shall 
which 


reinforced 
ring embedded in the 
bolted.” 
supplementing these 


eatch basins have a metal 


concrete to cover may be (See Fig. 2.) 

It is 
not renerally 
that the 


as a guide. 


with a view of specific but 
ordinance requirements 


offered 


understood code or 


foregoing outline of basic principles is 


details not mentioned which as 


little 


There are doubtless 


separate factors may be of importance, but which 


may sometimes need attention 
Finally, each complex installation should be treated by 


the plumber or designer as a problem by itself In this 


way only will the best results be obtained 





One of the many 


interesting sights which will be enjoyed by many of the delegates to the Portland Convention of the National Association 
. of Master Plumbers, next June 
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Sixty-four percent of your work is residen- 
tial, far from a supply of nipples. 


Make sure you always have enough nipples 
on hand so you will not have to delay a job 
while you go back for more. 


Play safe by always having a box of Fretz 
Nipples, made from new pipe and carefully 
reamed and sized, on your truck every time 
it leaves your shop. 


‘‘There is a difference in nipples.” 


S. S. Fretz, Jr., & Co. 


Philadelphia, Penna. 


Philadelphia Boyertown 


Trade Mark Reg. 
U. S. Patent Office 


hen writing advertisers 





How Much AIR? 


If you have many complaints about the efficiency of customers’ 
heating plants, these interesting facts concerning combustion may 
help you show them how to cut down the amounts of their coal bills 


OAL is a fuel but if you mention to the average 
+ man that air is also a fuel, he will look at you 

with amazement. We have known for a good long 
time that it makes a difference how much coal is put into 
a furnace and of course we have known in a sort of hazy, 
haphazard way that it made a difference how much air 
was admitted to the fire. 

In other lines of combustion people have been bumping 
up against this fact. The thousands who have invented 
or have attempted to invent oil burners, have sooner or 
later come up against the proposition of the use of air, 
and some of them have hit this fact with such an impact 
that it wrecked the invention,—the fact that there is a 
proper relation between the amount of coal or the amount 
of oil and the amount of air that burned 
together. 

So much has been said about this fact in relation to 
combustion in kindred lines that it is strange it has not 
received more attention in the burning of coal. It is not 
only the amount of air that must be taken into considera- 
tion, but the way in which the air is introduced mechan- 
ically is also an important factor. Inventors of auto- 
mobile carburetors have had to recognize this fundamental 
principle. Inventor of the Welsbach mantle found 
out the same thing, and some of the early mantles would 
smoke like a blast furnace until the device was perfected 
to admit the proper amount of air. But in those days 
the amount of air in connection with the burning of coal 
did not matter. Coal users seemed to have an idea that 
the center of the earth was filled with coal, and so long 
as it burned that was sufficient, but now that we are 
thinking in terms of coal conservation, and are studying 
methods for getting the last B.t.u. out of a pound of coal, 
this question of how much air becomes important. And 
not only how much, but how,—-that is, the manner of its 
introduction. 

Research conducted by the Bureau of Mines bears out 
the contention that for good combustion it 
to think about air, that it is necessary to admit air both 
under and over the fire bed, and that the quantity ad- 
mitted at each place and also its relation to the amount 
of coal and the rate of combustion must also be taken 
into consideration. 

In fact, a Bureau of Mines bulletin says, regarding air, 
“only about one-half can be supplied through the grate; 
the other half must be supplied above the fire bed.” 


should be 


gas 


is necessary 


PROPER MIXING OF GASES AND AIR 

OW tha the proper mixing of air with the fuel gases 
N has been put on a somewhat scientific basis, in gas 
mantles, carburetors, and in other lines of combustion, 
coal comes trailing along with a device for carbureting, 
as it might be termed, the air used in a coal burner. 
Various schemes have been worked out that would do 
this in a more or less uncertain way. One of these 
schemes is the making of a thin fuel bed. If the bed is 
thin, says a heating engineer, then sufficient air will go 


through the bed and mix with the gases above the coal 
In this way enough air will find its way above the fire bed 
Another 


opening in the fire door, which also served its purpose to 


to provide proper combustion. scheme was an 


some degree, 
However, it is one thing to admit air over the fire bed 
but it is quite another to get the air to mix with the gases 
from the the and in the 
proper way. 
A definite chemical 
and that chemical action can only take place when there 


In fact, com- 


fire bed in proper proportion 


action takes place in combustion 
is a uniform mixture of air and fuel gases. 
bustion cannot occur until this proper mixture takes place. 
If a stream of colored water, and a stream of uncolored 
water be introduced under it will 
remain stratified and separate to some extent, especially 
if they are of different provide for 
proper mixture of the two streams it would be reasonable 


pressure into a pipe 


temperatures To 


then, to admit water at as many places and have as many 
points of contact between the two streams as possible. 
How many chimneys, even new ones, can you pick out 
that do not have their at the top? 

How then to get the combustion gases and air to mix? 
usually introduced, 


telltale coats of soot 


For the air as 
and the 


That is the question. 
one combustion gases 
They tend to 


takes 


generally follows course 
follow another great 
flow in different But 


place only when the two streams mix 


course to a extent. 


streams perfect combustion 
Do they mix under 
ordinary conditions? Let us see 
WHY AIR BLOWN THROUGH FUEL BED IS NOT 
SUFFICIENT 
NE laboratory states that in the upper layers of the 
fuel bed there is twenty to thirty per cent of fuel 
burn them. That is, 
before the air reaches the 


gases with no free oxygen to the 
free oxygen is all burned up 
top of the fuel bed, no matter how fast the air is blown 
through it. 

From this they conclude that fifty per cent of the total 
amount of air used should be admitted over the fire, not 
however, through leaky places or in a haphazard way. 

The Bureau of Mines states it thus: ‘‘Air should not 
be admitted through feed door through a thick 
fuel bed or through leaks. The ideal way to supply an 
additional amount of air over the fuel bed is to introduce 
it as close to the fuel bed and in as large a number of 
streams as possible. The nearer the air is introduced to 
the surface of the fuel bed the more combustion space is 
utilized for mixing air and 
for burning the mixture. 

It is not sufficient to merely introduce the air in suffi- 
cient quantities over the fuel bed. To obtain proper 
combustion one must be sure that the mixing actually 
takes place. Quoting again from the Bureau of Mines: 
“Obviously mixing is an important factor in combustion. 
Merely excess of air in the furnace is not enough. The 
air must be supplied as near to the surface of the fuel 


slides, 


with the combustion gases 


” 
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A New and Improved Method 


For Rating Automatic Water Heaters 


In order to put rated capacities of automatic water heaters into terms that are easily 
understood by the average person we have adopted the method of rating explained 


below. 


It is hoped that other manufacturers will adopt this as standard and thus 


add another step to the progress of the Water Heater Industry. 


What the owner of an automatic water 
heater is primarily interested in is the 
kind of service he can expect at the hot 
water faucets. Here are the capacities of 
the two EverHot models in terms that 
anyone can understand. 


The EverHot Junior, starting hot, will 
deliver, in one hour, 50 gallons of hot 
water at a temperature of one hundred 
degrees above that of the incoming cold 
water, and will supply all hot water 
faucets at one time. 


The EverHot Senior, starting hot, will 
deliver, in one hour, 90 gallons of hot 
water at a temperature of one hundred 
degrees above that of the incoming cold 
water, and will supply all hot water 
faucets at one time. 


There has been, even among the trade, 
some misunderstanding of the perform- 
ance of the various types of automatic 
heaters in terms of actual service to the 
user. 


For instance, some have favored in- 
stantaneous heaters because of their 
ability to deliver a stream of hot water 
indefinitely. But the size of that stream 
is limited. 


A limited flow is not the kind of service 


the home owner wants. He wants, for 
instance, to be able to take a shower 
bath without having to watch all the 
other faucets in the house while he is 
doing it. He wants the unlimited flow 
that is characteristic of the storage type. 


Then, too, some have bought automatic 
storage heaters on the basis of storage 
capacity alone. Wrong again. The size 
of the tank alone doesn’t mean much. 
An instantaneous heater has no storage 
at all, yet it will deliver a lot of hot water 
in an hour. 


The thing that tells the story is how much 
hot water will the heater deliver in one 
hour with an unlimited flow. 


The EverHot Heater has, in combination 
with a moderate storage capacity, a heat- 
ing surface about equal to that of an 
instantaneous heater costing twice as 
much. It is a combination of the good 
features of both the old types—the in- 
stantaneous and the storage. 


EverHot Heaters will deliver in one 
hour as much hot water as is ordinarily 
used in a day on the jobs for which they 
are intended. This has been found by 
careful study to mean ideal service. That’s 
what makes people like the EverHot. 


Watch for the Baby Grand 


A new EverHot Heater so low in price that 
no home need be without EverHot Water. 


Send for Advance Literature 


Sverklot Heater Company | 


§211 Wesson Avenue 


Mention Domesti 


Detroit, Michigan 
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mixed with the 


combustion 


bed as practicable and be thoroughly 
combustible matter in that the 
complete in a short time, and a small combustion space 
be made effective.” 

It is claimed that forcing air through the fuel bed at a 
greater velocity in order to provide sufficient oxygen for 
achieve the 


order may 


the combustion of the fuel does not 
object sought, for the rapidly the air is 
through the fuel bed the more rapidly the coal is 
verted into gas. 

The Bureau of Mines states this in another way saying: 


feeding air, only the rate of 


gases 
more blown 


con- 


“By increasing the rate of 
combustion is 
per pound of combustible. It 
regulate the excess of air in 
the flow of air through a 
be controlled 


increased and not the weight of air used 
is therefore, impossible to 
furnace by 


level 


any hand-fired 
increasing or decreasing 
fuel bed; 
thereby.”’ 

“As the gases rising from the fuel bed contain a higher 
percentage of combustible and no free oxygen, and as the 
air supplied pgr pound of fuel 


only the rate of combustion can 


cannot be increased by 
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increasing the rate of air supply through the fuel bed, it 
is apparent that to obtain complete combustion some air 
be added fuel bed.” 


are a devices 


must over the 


There number of now on the market 
which claim to introduce air above the fuel 
a manner that it will be mixed with the combustion gases 
The appar- 


ently 


bed in such 


these devices have 
The 
fuel 
grate 


manufacturers of some of 
quantity of 
bed 
area,-—the 
These 


device is 


achieved these results desired 


introduced over the must 
with the 
kind of 


plant, 


air which should be 


of course vary in accordance 


rate of combustion and the coal used 


conditions are recorded for each and a 


designed for and is capable of con- 


diffusing 


selected which is 


trolling, preheating and over the fire bed the 


quantity of air required for conditions as specified 
Several years of laboratory and practical experimental 
design these various styles, but 


work necessary to 


it is now claimed that success has been obtained on down 


were 


coal 
feed 


boilers. 


draft boilers of various types, on soft burners, on 


firebox tubular well 


magazine boilers as 


heating 


boilers, on 


as on horizontal and vertical 


Legal Decisions 


SUFFICIENT EVIDENCE OF CONTRACT 
HE Appellate Court of Indiana, Division No. 1, in 
"Tl woeke a judgment in favor of a plaintiff, whom 
(137 Reporter, 


defendants appellants— 
to construct for a third 


it calls the appellee, Northeastern 
557) that 
entered into a 
party a building according to certain plans, specifications 
and drawings. The third 
party a bond in the sum of $20,000, which by its terms 
should be void if said perform his 
part of said pay 
him in so doing, complete the building free of mechanics’ 
liens, etc. Said following pro- 
vision: 

“This benefit of all 
persons who the 
said contract, according to the provisions of law in such 
cases made and 
them as if executed to them in proper person.’ 

An action was instituted by the appellee on said bond, 
due him 
heating 


says 


one of the called 


written contract 


appellants executed to said 


contractor should 


contract, all indebtedness incurred by 


bond also contained the 


made for the and 


entitled to 


bond is use 


may become liens under 


provided, and may be sued upon _ by 


to recover a balance which he claimed to be 
for furnishing and 
equipment for said 
tract. After 
mitted to the court 
favor of the appellee. 

The appellants, on 
contract for the 
part of the 
being true, it was 
such 
hal thereof 
dence was given of only a portion of the same. 
ever, this that 
was based in part on said contract, but, on the contrary, 


installing the plumbing and 


building, as provided in said con- 


joined, the 
for trial, resulting in a judgment in 


issues were cause was. sub- 


that the 
formed a 
that, this 
essential to his right of recovery that 
that the origi- 


secondary 


their appeal, contended 


construction of the building 


basis of the appellee’s action; 


introduced in evidence; 


introduced, 


contract be 
Was not so and evi- 
How- 
court cannot agree the appellee’s action 
holds that the bond given to secure its performance was 
the foundation of the action. 

While this 
fovered by introducing the 
essary for him to show that he performed labor or fur- 
hished material in the building, 


by reason of which the appellant contractor became in- 


was true, the appellee could not have re- 


bond alone, as it was nec- 


construction of said 


debted to him, and for which he was entitled to a lien 


thereon. 
There 


contract was lost, on which the court admitted secondary 


was evidence tending to show that the original 


not claim 
that 


evidence of its contents The appellants did 
that 


evidence of the 


this showing was insufficient, but contended 


entire contract should have been given, 


which they insisted was not done. 


In the instant case, the appellee introduced what the 


evidence showed was an exact copy of the contract in 


question, except that it did not contain a copy of the 


plans, specifications, and drawings mentioned therein, or 


a few typewritten pages relating to the plumbing, and 


certain changes in the plans and specifications, made be- 


fore the contract was executed There was no direct 


of the omitted parts, but 
that the 


from the 


evidence as to the contents 


this court is clearly of the opinion trial court 


was warranted in drawing an inference facts 
proved that such omitted portions provided, among other 
things, for the installation in said building of the plumb- 
ing and heating equipment which was the basis of the ap 
The 


nor did 


made no contention to 
that 
question was not furnished or installed in “full compliance 


this 


pellee’s claim appellants 


the contrary, they claim the equipment in 


with the contract. This being true, court is unable 


to see how the appellants were harmed by the appellee's 
failure to introduce evidence, covering the details of the 
walls, roofing, plastering, painting, etc., or even the de 


tails as to the plumbing and heating equipment, or any 
changes made in the plans and specifications prior to the 
While 


have been proper, as the facts relating thereto constituted 


execution of the contract. such evidence would 


a part of the entire contract, this court would not be 


the judgment on the mere pos- 


warranted in reversing 
sibility that 
fact helpful to the appellants, and especially since they 
had an thereof, 
failed to do so, and that 


The ends of justice would not be promoted 


such omitted portions might contain some 


opportunity to introduce evidence and 


now made no claim any such 


fact existed. 
by a reversal of the judgment under such circumstances, 


even if it could be said that technically an error had 


been committed. 








Remember 
The Small 
Heatin g 
Contract! 


Says 


FRANK A. MERRILL 


& Piping 


d 1s SOC la- 


President Heating 
Contractors National 


tion, in this sound discussion 


A 


which 


LJ. lines f industry today making 


strong effort 


0 are 
to promote efficiency and 
of the 


efficiency and 


economy Two factors 


great 


make for economy 
All 


making 


are 
standardizing and specializing branches 
of the 
good progress along the 
We 
line of 
that the 
efforts 


Societies 


building industry are very 
of standardiz- 
the 


due 


lines 
doing nearly as well 
This 


standardization 


ing are not in 
specializing 


of 


various 


is to the fact 


the com 


probably 


process has received 
of 


Trade Organizations 


bined Government Bureaus, Technical 
and 
Whenever 
the 


been 


we discuss efficiency we are prone to point 


of 
present 


to individual workman whose hours labor have 


s0 materially reduced during our genera- 


tion and whose during those hours 


pears to be much less per hour than it used to be. 
but 


accomplishment ap 
There 
what losses ineffi 
But 
sO much greater importance in the heat 
to that 


the bung. 


is no doubt great are caused by 


workmen there are other 
of 


industry a 


cient factors which make 


for efficiency 


ing make it appear we are saving 


at the spigot while 
This directed 


cializing in the heating of the homes, 


we are losing at 


article is particularly the 


small 


towards spe- 
office 


in 


stores, 


buildings, ete Specializing is a very great assistance 
promoting efficiency and economy. 

We have definite illustration of 
the medical profession. The old time family 
with a remedy for every ill, is disappearing 
rapidly displaced the for individual 
complaint. The legal profession perhaps fared as 
well in specializing Today a lawyer specializing in the 
transferring of and mortgages would hesitate to 
defend a client court about as much as 
you is going on within 
where large operations are 


employed 


very specializing in 
physician, 
and being 
by 


specialist each 


has 


deeds 
in the 
or I would. 

the manufacturing 
performed 


criminal 
Specializing also 
industry 
piece work 
dividual part of an operation 


by or men on each in 
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JACK 
OF 
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y wyrick 


The public has been lead to believe that 

installing a heating apparatus is simply 

a matter of cutting and threading pipes 

and screwing them together with various 
fittings 


NEGLECTING A FERTILE FIELD 

operating in the 
equipment, refrigeration, 
air condition 


ARGE large 


cities specialize in 


heating contractors 


so power 
sprinkler work, installations, 
ing and possibly a few others. But rarely or never do 
they specialize in the heating of the homes, stores, small 
buildings, in their community. Most every 
heating contractor, however, originally intended to serve 
the public with intelligence and ability by supplying this 
As their business has grown and the commu 
nity with them, the larger operations have received most 
invariably 
I believe 

in 
this 


schoolhouse 


office etc., 


demand 


of their attention. They have almost aban 
doned that which they set out to accomplish. 
that the larger concerns should retain their interest 
installations of this character, because throughout 
land of ours by far the greatest amount of work is in 
this line, although the operations are much smaller and 
more 

If one the last Federal census he 
that the forty-three cities containing over 150,000 people 
all taken together contain less than one-quarter of our 
entire population. It is, I believe, a recognized fact 
that most of the steam and hot water heating done within 
the area in which three-quarters of our people 
not performed by the specialist. In too many instances 
it is not even installed by those who are supplied with 
the necessary training and equipment. 

In a market where upwards of one hundred 
I am told th 
hundred sq 


numerous, 


reviews will find 


live is 


million 
il 


of 


installed 
eight 


ft. of radiation sold and 


the 


are 


average order is less than 
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1—O-B Valves are manufactured by a 
company that has been making good 
valves since 1888. 


2—All metal for O-B Valves is bought on 
rigid specifications and the metal is 
checked to make sure these specifications 
have been met. 


3—Mixing formulas for the foundry, with 
the aid of modern laboratory equipment 
are determined by a staff of trained 
metallurgists. 


4——Physical tests are applied to all valve 
mixtures in a well equipped physical 
testing laboratory. 

5-—Every valve after every operation 
is given a careful visual inspection 
6—Not a single O-B Valve leaves the 
factory until it has been tested under 
hydraulic pressure. 


7-—~Men from the Technical Department 
supervise the work of each factory de 
partment. 


Ask Your Supply House for 
O-B Valves 


The Ohio Brass Co. 
Mansfield 3: Ohio 
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that a 


because 


fact 
undertaken 


radiation It is a well known great part 


the equip 
Often 
publie has 


of these installations are 


ment may be purchased like any other commodity 


the result is disastrous Furthermore, the 


been led to believe that the most essential feature in 


putting a heating apparatus in the ordinary dwelling 


house or small size building is simply a matter of cut- 


ting and threading pipes and screwing them together 


with various fittings Hence, we have derived the term 


“steamfitter,”’ and that has become his chief require- 


ment. 
You 


people 


less than 150,000 
You 


hardware merchants and concerns which do a 


will find in almost any city of 


will find 


miscellane 


quantities of combination shops 


ous business, such as sheet metal work, roofing, ete 


who are continually undertaking to install 


and hot 


steam, vapor 
heating 
They 


successful 


water apparatus purely on the mer- 


training They 


3ut, 


chandise basis have no technical 


cannot design a installation. after hav- 


their 
The 


steadily employed by 


ing obtained a contract at a price, they rely on 


ability to hire a steamfitter to put the work in. 


higher grade of fitters are usually 


the larger concerns, so, as a rule, they are not procurable 


by these would-be contractors 
If this 


there it 


condition prevailed in a small degree here 


might not be so serious gut the number 
The 
engaged 


this 


and 


of these firms is legion result blights the entire 


Almost any boiler 


and tell 


business in which we are 


or radiator salesman will verify statement 


you that too much of his time and attention has been 


given in trying to make poor installations do the work 


intended of them 


THE GREAT NEED FOR CO-OPERATION 
WOULD not lay the responsibility entirely at the door 
| of the legitimate heating contractor. Yet it is true 
that the 


of public 


this class 


organization 


deserted 
lack 
responsibility 


larger ones have invariably 
service and the smaller ones 
The 


manufacturers 


must be 
who aid 


with which to combat it 


equally borne by and jobbers 


wyprick 


them 
in invading a craft which probably makes for more health, 


and abet these incompetent operators. They assist 


and than other service 
This 
Co-operation 

heating 


That 


comfort happiness any accom- 


plishes. condition should not be continued any 


longer. between the manufacturer, jobber 


and legitimate contractor is all that is needed 


to overcome it. co-operation can not start too 


quickly 


Persistent and consistent advertising by all of the 


interested parties and an initiative on the part of the 


heating contractor through organization will accomplish 


with the skill and 
installation of a 


it Acquaint the public technical 


required for the successful 
Then it 
nothing 


training 


heating equipment will not accept the services 


of those who know about it simply because it 


is offered at a low price. 


I believe it is a public duty for all legitimate heating 


contractors, no matter how large they 


field of 


apparatus for the dwelling houses, stores and small office 


may be, to re- 


enter the engineering and constructing heating 


buildings I would like to see them organize their busi- 


such heating 
contractors to give their undivided attention to the small 
But, if they 


maintaining other depart- 


ness for such services. I do not expect 


details involved in work of this character. 
are capable of organizing and 
ments successfully, surely they will find ways and means 
that the saving in 
would justify the attempt. I 


of organizing this one I believe 


effort 
manufacturers 


money and also be 


lieve the and jobbers would welcome a 


would materially 
they sell their 


program such as I have outlined and 


assist by being more particular to whom 


materials 
The Johns Hopkins Hospital, Baltimore, 


Md., is about 
to let the contract d 


for the erection of a $650,000 nurs 


home, which is to include a swimming pool. 

The 1616 
Miami work on a 
both 


Fisher Ocean drive 
Fla., 


Island, to 


Carl G 
Beach, 


LaGorce 


properties, 


will soon begin country 


club on include inside and it- 


side swimming pools. 





Mother’s Faithful Ally in Fostering Health w 
THE MODERN PLUMBER 








DOMESTIC ENGINEERING 





Mother’s Faithful Ally in Fostering Health— 


The Modern Plumber 


To that sovereign ruler whose gentle in- 
fluences shapes the destiny of the home 
mother is granted the exalted service of 
guiding the health-fortunes of the rising 
generation. And in the discharge of her 
sacred trust this health-guardian of the 
home finds special pleasure and privilege. 
For her children are her world; their health 
is her happiness. 

And in the distinguished service of foster- 
ing health and future national strength, 
this beneficent health guardian finds a 
faithful ally in the modern plumber. 


The modern plumber is more than a mer- 
chant. He is a social benefactor in every 
community into which his service of sani 
tation extends. He is an active crusader 
in the interests of health. He is a promoter 
of comfort—an energetic force in extend- 
ing the practical conveniences of his ser- 
vice of sanitation-—and a progressive factor 
in elevating standards of living to higher 
levels of enjoyment. 


In such light does Republic Brass conceive 


the modern plumber and the splendid ser- 
vice of sanitation he so worthily performs. 
In recognition of this signal service—-a 
recognition strengthened by the regular 
intercourse of business relations, Republic 
Brass is privileged to pay deserved tribute 
to this benefactor of humankind. 


With that other indispensable force for san- 
itary progress the modern plumbing job- 
ber —Republic Brass is proud to be linked 
in the circle of service that is finally ex- 
pressed in the work of the modern plumber. 


Republic Brass is eager to apply its energy 
to the promotion of this welfare work— 
to devote its resources to the end of ex- 
tending the benefits of sanitary conveni- 
ences~-to focus the light of understanding 
on these benefits and to awaken the public 


consciousness to a greater appreciation of 


the health comforts that are brought 
within the scope of every American home 
through the service that is being rendered 
through this faithful ally in fostering 
public health—-the Modern Plumber. 


THE REPUBLIC BRASS COMPANY, Cleveland, Ohio 


Good Plumbing 


Good Business 


Republic Brass Goods 


Canadian Distributors: James Robertson Company Limited, Toronto, Ontario 


REPUBLIC 


BRASS GOODS 
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Legal Questionnaire 


Has Unlicensed Person Right to Repair Faucets, etc.2 Can Mas- 
ter Plumber Hold Jobber to a Price Made by Error on Jobber’s 
Part? These Questions are Answered in a Most Careful Manner’ 


By “The Judge”’ 


HAS UNLICENSED PERSON RIGHT TO REPAIR FAU- vour question without reference to any of its provisions 


CETS AND RUN WATER PIPES IN) DITCHES further than to state that if your city’s ordinances re 
IN STATE WHICH REQUIRES THAT quire that a permit be taken out to do certain plumbing 
PLUMBERS BE LICENSED? work, undoubtedly an unlicensed journeyman could not 

do the work covered by the permit That kind of work 


Editor, ‘Domestic Engineering”’ The writer, being a 
subscriber to your valued paper, takes the liberty of 
asking your judgment on a few questions which are 


at least would be prohibited if done by an unlicensed 
plumber It does not follow that any other work, not 


“ : P . requiring a permit ean be done by an unlicensed 
of vital importance to him. About a year ago the writer, 
. . : , : plumber, for the state law ay that no unlicensed 
being a steamfitter, entered into a partnership with a 
i ; plumber can legally work at the business of plumbing 
registered master plumber and started a plumbing and 


‘ pe ‘ ; Without receiving a certificate 
heating company. rhe writer now carries on the heat 


ing end of the business. During the last cold snap, Tae ahewer to your question cepends upon the inter 
however, the writer went out and thawed out frozen Pretation of what is meant by the statute when It uses 
water pipes. I have also repaired faucets and have run the wording “engage in or work at the business of plumb 
water pipes in ditches. ing.” I should interpret that to mean that a_ person 

The question has been raised by one of our com could not hold himself out as a plumber and do a plumb 
petitors as to whether I had a right to do this particular er’s work unl he had first obtained the certificate 
kind of work without a journeyman or a master’s license required by the statute, Your firm is a plumbing firm, 
I have consulted lawyers about it and about the only among other things, and holds itself out as such Al 
answer to it was that it would have to be taken to court though it is conceivable that your firm might be asked 
to settle. to do work which is not plumbing work (outside of the 

Now, I am not courting trouble with State laws or heating end of the business) still, usually you would be 


State inspectors and I want to do what is right and I called in to do work which only a plumber can do. If 
believe that I was within the law when I did what I YOUr customers give your plumbing department work to 


did. Now I am asking your judgment, if it is not too do, it is because you are engaged in the business of 
much trouble to set me right in the matter We are Plumbing 
out here in a little city where there is a plumbing ordi The reason why your attorney, to whom you put your 
nance in regard to venting and it is generally carried ‘“UeStion, stated that it would have to be decided by 
out to the letter, anyway by our firm; aside from that, the courts, is because it is a question of fact as to what 
there has never been any trouble on account of it being COMSULutes “engaging in or working at the business of 
an open town. plumbing.” There would be no difficulty in deciding 
Tilinols. L RW Whether some work is plumbing work or not, such as 
installing the fixtures in a bathroom, or running supply 
Answer—The laws of your state say “That any pipes Probably the mere tightening of a wall bracket 
person now or hereafter engaging in or working i or the fixing of a closet seat, which had nothing to do 
the business of plumbing in this state, either as a master with the water pipes, would not be considered plumb 
plumber or employing plumber or as a journeyman ing work, technicaily. But there are many things, such 
Plumber, shall first receive a certificate thereof in ac as repairing a faucet or thawing pipes in an emergency, 
cordance with the provisions of this act." Which it is not so easy to classify positively There 
Your state laws also provide that any city, town or would seem to be no question but that you cannot law 
Village having a system of water supply or sewage may fully run water pipes in ditches if by so doing you are 
make rules for materials, constructions, alteration and working on part of the plumbing system of a building, 
inspection of piumbing and that the Board of Health unless you have a certificate 
or proper authorities shall further provide that no plumb In one state, in a case in which [I was personally 
ing work shall be done except in case of repairing leaks, interested, an apprentice journeyman plumber, who was 
without a permit being first issued therefor and upon learning the business, was held not to have violated a 
such terms and conditions as such city, town or village statute similar to that of vour state, if he did his work 
shall prescribe. under the immediate supervision of a licensed journey 
Your question does not state what your city plumb man plumber The court took the view that a person 


Ing ordinance is, and therefore I shall have to answer must of necessity learn his trade by actual experience 


= and that the requirements of the statute would be com 


; Every effort is made to the end that these answers may plied with if the unlicensed worker is doing his work 
be authoritatiys However, we cannot assume any respon 

anmweny § deeded eth peg ccod ads ge under the supervision of a properly licensed journeym: 
Sibility because of the very nature of the service which is , u I ; journeyman 
rendered without a personal interview Editor You are a practical man and do not have to rely upon 
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Meeting the Requirements of Sanitation 
At Low Maintenance Costs 










Nowhere is plumbing subjected to more severe the Clow “‘scteup”’ test before it is shipped. The 
usage than in the school. In spite of this fact, various fixtures are set up, just as they will be in 
wnitation must be constantly and perfectly main- the actual installation, and are tested to assure 
tained and health preserved. In addition, low that they are in perfect working order, 
te ay See and water costs As a result, every pic e of equipment that bears 
ntial, the name Clow is of known and assured quality. 





‘ Clow plumbing There are no rejections on the job, and there are 
ing preeminence no high fitting, repairing, replacing or operating 






en to assure that costs on the installation. 






‘low design, workmanship ; peration will 
. dite — 1 operatio Leading architects a 


fully mect these strict requirements. , 5 a 
‘ iis a . for all exacting Plumbing jobs in their public 






For example: Clow equipment is put through building work. 















JAMES B, CLOW & SONS, 534-546 S. FRANKLIN ST., CHICAGO 
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courts to tell 
law when it 


the is meant 
or working at 


of the 


you, in most what by 


Cases, 
the refers 


the plumbing 


to engaging in 
business The 
doubtedly is, protect the against persons in 
experienced in the plumbing business, which is vitally 
connected with the health of the community. The 
is broadly phrased, does not specify in detail what an 
unlicensed plumber may do, but says that an unlicensed 
person cannot work at the 
plumbing. 


purpose law un 


to public 


law 


engage in or business of 


CAN MASTER PLUMBER HOLD JOBBER TO A PRICE 
WHICH WAS MADE THROUGH AN ERROR 


ON JOBBER'S PART? 
Editor ‘Domestic Will 
this 


Engineering”: you please give 


your experience and opinion on problem? Jobber 


quoted us price on specified plumbing ware. We made con- 
tract basing our price on the quotation. Placing our order 
for these goods after making our contract, jobber comes 
back at us to the effect that they had made a mistake and 
the of $23.75 


Are they responsible for their error? 


charges us difference 
bathtub 


the custom in 


on this particular 
What is 
such a case? 
Louisiana, | = 
Answer 
difficulty 


vou 


It does not seem possible that you are having 
with the jobber the 
have outlined, if 


circumstances which 
the 
would not appear that the jobber has any leg to stand on, 
I cannot help feeling that the jobber 
the of his mistake 
upon you, if he can, and that you are asking your question 


under 
you have given all facts, as it 
morally or legally. 
is merely attempting to put burden 
tor the purpose of knowing where you stand before you 
answer his claim. 

The answer upon 
whether an offer was made to sell the bathtub to you at 


to your question, legally, depends 
a certain price and also whether you accepted that offer 
as it was made and within the provisions of any conditions 
which may attached to it. 

The simple form of offer is where Jones says to Smith: 
The simplest 
form of acceptance of that offer by Smith would be: “I 
will buy your black mare and pay you $100 for her.”” To 
vary the situation and bring in a condition, Jones might 
say to Smith: “I will sell you my black mare for $100.” 
Smith might say:* “I will think it over and let you know 
later.”” If nothing was said further by either Jones or 
Smith about the time within which Smith should accept 


the offer and agree to purchase the black mare, the Court 


have been 


“T will sell you my black mare for $100." 


would say that he only should have a reasonable time, and 
that might be a day or a month, depending upon all the 
circumstances of the case. 

In your own case, I assume that you asked for a price 
from the jobber and received his offer to sell you a bath- 
tub for a certain price, without anything in his offer to 
limit you to any time for acceptance of the offer by plac- 
ing your order. Under such circumstances, the question 
whether your acceptance of the jobber’s offer became effec- 
binding upon the jobber, would depend upon 
whether your acceptance was communicated to the jobber 
within a reasonable time, having in mind all the facts 
which entered the situation. For instance, if the 
price of bathtubs depended upon business conditions which 
caused a fluctuating price and where a week's time might 
make a considerable difference in prices, the time you took 
in accepting the jobber’s offer might be a very material 
factor when determining whether you had accepted the 
offer in time. By this I do not mean that a week’s time, 
where the jobber had stated in his 


tive and 


into 


especially not offer 
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a time beyond which he would not stand by his price, 


would be too long a time under usual circumstances If 


the 
within a 


jobber wished to guard change in price 


he should so qualify his offer 


against a 


few days to you. 
Another factor to be taken into consideration is whether 
your acceptance of the jobber’s offer 


If a 


any 


with 
the 


offer, 


was identical 

offer and 
the 
then the acceptance of the offer does not make a binding 
the 
effect is 


the terms of his offer man makes an 


acceptance differs in material detail from 


contract between unless who make 


the 
offer 


the parties, one 
the 
the 


“terms 


what in 
For 


certain 


offer in 
of the 
offered you a 


turn accepts counter 


other party instance, if jobber 


bathtub at a price thirty 


days." and you should accept the offer, but in your accept 


ance say, “terms sixty davs,’’ vou would not have made 


such an acceptance of the jobber’s offer as would bind him 


to the price he had made to you, unless he accepted your 


counter offer in so many words or impliedly accepted it 


by shipping you the bathtub 
The fact that 
a price does not in any way affect the contract 


the jobber made an error in naming you 


which you 
made with him to buy the bathtub at the price he named 
This 


the price named was so absurdly low that any reasonable 


general statement might carry an exception where 


master plumber would know that an error had been made, 
and even in such a case the jobber would have hard work 
the had 


error 


to wiggle out of contract he made with you 


through his own 
I know of no custom which would vary the rules of law 
I have set out above 


to 


which I do not see any reason why, 
hold 
gave you, unless other facts, which you have not 
the 


lapse of time betwen the date when the jobber gave you a 


if you wish do so, cannot the jobber to the 


you 
price he 


given me, vary situation, such as unreasonable 


an 


price and the date when you accepted his offer. 
thing 


you accepted 


that 
price and entered your order 
called 
withdraw 


One more: I assume from your question 


the jobber’s 


with him prior to the time when he attention to 


his error. A party has a right to his offer, as 


a matter of law, before it has been accepted, under ordi- 
hold if 
the other party had placed himself to a disadvantage on 


nary circumstances; although this rule might not 


the strength of the offer, 

A. P. Bassett, of Everett, Wash., 
the installation of plumbing, heating and ventilating sys 
tems in the new $100,000 Elks Club in that city. 

Contract 


recently completed 


for both plumbing and heating in the “Com 
Seattle, been the 
Plumbing and Heating Company, 3939 Univer 


modore”’’ Apartments, has awarded to 
University 
sity way, on a combined bid of $33,000 


A. Ff. Wash., 
mately $34,000, received the contract 


bid of 
for both plumbing 


jassett, Everett, on a approxi 


and heating in the new $125,000 South Junior high school 
in that city. 

Jack Leith, Aberdeen, Wash., 
plumbing inspector of that city. 

J. F. Shea, Portland, Ore., has been 
tracts for plumbing and heating in the 
that city, 

Bids 
tracts in 


ha been appointed 
the 
new cathedral in 
of $200,000 
general 
$400,000 
by 
will 


awarded con 
which is to be built at a cost 
will shortly called 
connection with the new 
ing to be constructed at Marshfield, Ore., 
field Hotel Company. The 
rooms, of which 139 will have private baths. 

Keane & Patterson Plumbing Co., Spokane, Wash., has 
the contract for plumbing, and P. J. Dowling 
& Company, Spokane, the contract for heating in the pro 
De Smet hall for will 
cost approximately $150,000. 


sub-con 
build 

Marsh 

168 


and 

hotel 
the 

contain 


be for 


structure 


received 


posed Gonzaga Universit which 
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Everything in Cast Iron 
Plumbing Goods 


No matter what the requirements 
of the job, there’s a “SAACO”’ fit- 
ting or specialty that will just fill 
the bill a little better than anything 
else you can use. The “SAACO” 
Line is complete, and every item is 
thoroughly dependable. In addi- 
tion to the few numbers shown here, 
there are over two hundred others 
illustrated and described in a com- 
plete catalog that every plumber 
should have. 




















Write us for a copy today. 


Sanitary Company of America 
LINFIELD, PENNSYLVANIA 





Fig. J-50 
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The Questions and Answers Department is open to all readers 


what is more, this department is an open forum, where readers may discuss plumbing and heating subjects. 


And, 
ask | 


problems solved 
Don't hesitate to 


Here their questions are answered—their 


questions about the things you want to know, and don’t fail to send in your comments and criticisms of questions that have been an- 


swered. 
man who is in need of information. 





CONCERNING HOT WATER CIRCULATING LINES 
Editor, ‘“‘Domestic Engineering’’:—Will you have the 
kindness to give me some information about a hot water 


supply system installed as indicated in the accompanying 





























sketch, Fig. 1? Will hot water circulate in two dire: 
oil Return. . - 
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Fig. 1 


tions in this system and can it supply enough hot water 
> 


for ten or twelve fixtures’? 


























District of Columbia. M. G. 
The arrangement shown in Fig. 1 will not work right 
A return line must have an air outlet to prevent air 
lock. Cold water will not rise above hot water in the 
1 f O07 04 
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Drain Check 
ig. 2 
pipe lines, and return lines should have check valves 


The proper arrangement of the hot water lines is indi- 
2 Four methods are shown here, and they 


cated in Fig 


can be used as desired: Horizontal and vertical lines 5, be- 
ginning under or near top faucets 1, 2, 3, 4, or dotted 
lines, horizontal 6, vertical 6 and &, or horizontal 6 


While all questions are answered by men who are expert in their particular lines, your experiences may help a fellow crafts- 
This depertment is for the craft. 


Use it freely. There are many ways to untie knotty problems. 
































and vertical 7 In case the loop formed by 6 and 8 is 
used, two checks will be necessary a hown Solid 
line 5 will need one cheek valve, and horizontal 6 and 
vertical 7 will need one check valve 
CONCERNING A LOCK AND SHIELD ANGLE VALVE 
Editor, “Domestic Engineering" I have been a con 
stant reader of your valuable paper for several years and 
you have helped me _ before I again ask your help I 
am sending a sketch, Fig. 1 ind it speaks for itself 
But what I cannot understand is the lock and_= shield 
angle valve Why is the lock and shield angle valve on 
this air line? I have asked several steamfitters about 
this, but they cannot tell me the reason for it The plans 
call for it this way If I put an elbow instead of the 
oO a | 
PCR e/a . 
Angle Valve 
a4 ve 
| by 
} 
: } ‘ 
| + 
| 
{ 
| 
Retur 4 , y. 
vo m r 
——— 
» $5 s 
Map : [Ch - 
bore, eo 2 
1) Vos 
valve, what will happen? Any information on this will 
be greatly appreciated 
Ohio. S,.5.¢ 
The sketch submitted by S. J. M. we show as Fig. 1 
It represents the usual practice of installing an air loop 
when it is necessary to cro a doorway with a vacuum 
return by trapping the condensation through a_ pocket 
below the door sill 
The lock and shield angle valve shown on the air loop 
it the top of the doorway is not required and few steam 
fitters or heating men use it as illustrated 
Just why your heating plans call for the installation 
of this valve we do not know If the valve is closed, 
shutting off the air circulation through the loop, it will 
be necessary to use a lift fitting at the low point of the 
return in order to pass the air through the trapped pipe 





door assists the 


best 


inder the door The air loop over the 


working of the pump and is considered the practice 


4 WATER SYSTEM CONNECTED WITH A CISTERN 


Engineering” Fig. 1 shows a wa- 
customer, 


Editor, ‘“‘Domesti« 


stem lavout a talled for a who now 


that the 


siphoned into the 


ystem connected so water in the 


wishe this 
stern at the ! an be barn cis 
cistern is 

Valves 
that 


tern, without the powel! The house 


approximately higher than the barn cistern 


indicated in th suction line, are so installed 





either cistern may be pumped fron Power is fur 


nished by an electric light and water system How 


vould you suggest making these connections? 


Ohio 


Correspondent does not state levels of each cistern 


barn, but he does say 
both 


approximately as 


house and the 
of 25 ft 


in relation to the 


there is a drop between cisterns 


that the 


that 


\ssuming levels are shown 


in Fig. 1, we will show in Fig. 2, two ways to siphon 


upper cistern into lower one If it is desired to use the 














‘-inch pipe it can be done as follows 5 
valve No. 1, make 
at No. 4. When 
barn or it is desired to fill lower cistern 
shut off No. 1 to prevent 
shut off No. 3 
being full of 


opened, 


and 
desired at 


as shown near connection place 


valve as shown water is 


from upper one, 
sucking air from pump. Also 
No. 2 and No. 4 The pipe, 
when No. 2 and No. 4 are 
from the 


and open 


water, will, 
a siphonic action cistern, 


that the 


cause upper 


provided, of course, water in said cistern is 
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pipe into cistern. The suc 
upper cistern as the fall is 
valve to hori 


omit 


than the horizontal 
foot 
than the rise from 
A better 
1-inch 
manner: Put 


higher 


tion will open valve of 


five times greater foot 


pipe in said cistern way is to 


pipe 
the siphon 


zontal 
line for 
in tee 
its pipe 
another tee as shown by 


inch entirely and use the suction 


also, in the following 


and valve as at No. 6, omitting valve No. 4 and 
from 
pipe 


other *%,-inch 


leading into cistern, also 


dotted line, continue ;-inch into barn with valve 
No. 5, omitting all the 
before, if 
Nos. 2, 3 and 6, 
When it is 


valves 


pipe as mentioned 


Then, as water is desired below, close 


hetore 


valve No. 1, open and siphoniec action 
will be 
Irom 


> and 6 Of 


desired to 
Nos. 1 


No. 5 is always 


accomplished pump wa 


lower cistern, open and 3%, closing 


closed, except 


course 


drawing from same 





cars 











March 25, 1905 

for Thomas Maddock’s Sons Com- 
Company, of Trenton, 
room in which to 


Room 
Thomas Maddock’s 
fitted up a large 
fixtures 


New 
pany. 
i; Wie 
display its line of 


Display 
Sons 
has display 
Expanding.——The Balti- 
has purchased a 


Baltimore Branch of Crane Co. 
(Md.) Crane 
frontage of 
and the 


more branch of Company 
57 ft. adjoining the warehouse on Pratt street 
converted into 


106 ft. 


buildings will be remodeled and 


one large warehouse with a frontage of and a 
depth of 1806. 

Have New Code.—-A_ new 
plumbing code will go into effect in City, N. J., on 
April 1, making it obligatory for all plumbers doing busi- 
in the city to register and take out a license within 


goes into effect. 


Jersey City to Plumbing 


Jersey 


ness 
thirty 

New 
fourth annual 


days after the law 
Plumbers Meet at Paterson.——-The 
of the New State Assp- 
Plumbers was held in Freemasons’ Hall, 
March 21. There was a 
delegates. 


Master 
convention 


Jersey 
Jersey 
ciation of Master 
Paterson, N. J., on 
enthusiastic 
of Paterson, 


Tuesday, 


large and assemblage of James 


H. White, was elected president 
Have Large Plumbing Contract.—-Bjorkman Bros., of 
Minn., are installing the plumbing and heat 
Turnbold’s half-million dollar mansion at 
Park avenue and Twenty-seventh street in that 
Hold Convention.—The 
of Oklahoma and Indian 


annual Shawnee, 


Minneapolis, 
ing in Swan 
city. 
Oklahoma Master Plumbers 
Master Association 
Territory held its third 
Okla., March 14 and 15. 
New Ordinance Recommended for San F The 
Health Francisco, Calif., 
has recommended the 


Plumbers’ 
convention at 


ranciseo, 
Supervisors’ Committee of San 

passage of a new ordinance amend 
The object 


more stringent 


is to improve sanitary 
regulations. 


ing the plumbing laws 
conditions by having 

Master Plumbers’ Pleasure Club Gives Entertainment.— 
The North and West Side Master Plumbers’ Pleasure 
Club of Chicago gave an entertainment and smoker at 
Brun’s Hall Saturday evening. Avbout 
members enjoy the program of 
dancing and vaudeville acts. 


seventy-five 
music, 


last 


were present to 
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Ball-Bearing Packless Radiator Valves and Dole Automatic 
Syphon Air Valves guarantee heat regulation and economy. 


Supreme on the Pedestal of Public Esteem 


Manufactured by 


THE DOLE VALVE COMPANY 


1923-1933 Carroll Ave., Chicago 
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Here is a typical scene on many a 
job but not so much as it used to 
b-. You can’t blame the men for taking 
time to hunt for dies — it can be easily 
stopped. 


This scene was taken on a school job 
in Pittsburgh a year ago but it won’t 
happen again. The Master Plumber has 
corrected this waste. 


Add This to the Cost 


of Your Die 


The cost of a die stock is what you pay for it plus 
the cash value of the time it wastes and the money you 
spend on it to keep it in working order. 

And that’s why Beavers are by far the cheapest Die 
Stocks you can buy. 

. 

Beavers are self-contained. They have no loose parts 

nothing to lose or mislay nothing to waste time chang 


ing to thread different sizes of pipe. 
Set the dial on a Beaver and it’s ready for work. 


Beavers pay for themselves quickly by saving time, 
trouble and labor —- and their upkeep cost is less, for you 


never have to replace lost dies they're always in the tool. 
Think this over when you buy your next die stocks. It 
means money in your pocket. 
In 
Pocket catalog showing the complete line of Beavers, 


the meantime write us for a copy of the Beaver 


1. to 12 inches. 


The Borden Company 


§10 Dana Avenue 
Warren, Ohio 


Stocks 











No. 6 Beaverette 
\% to % inch 
Adjustable 





No. 26 Beaver Ratchet 
1 to2 inch 
Adjustable 











BEAVER 


The Easiest Way to Cut Good Threads 





No. 41 Beaver 
2% to4inch 
Adjustable 





Three Self-Con- 
tained Beavers 
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Advertising Editorial 


A NEW ONE EVERY WEEK—No. 172 






































“Vest Pocket’ Bathrooms 


OU DON'T need a large room for 

that extra bathroom every house ought 

to have. The end of a broad hall, an 
unused sewing room, or clothes closet, may 
be sufficient. 

We can install a modern bathroom, com 
plete, ina space five feet square. 

Consider the convenience of an extra bath 
room for the use of guests—and for the 
family, too, to save time and encourage daily 
bathing without having to wait. At best 
there isn’t much time in the morning—if 
more than one is to have a plunge or 
warfare shower. 
or telephone. We'll be glad to 


send someone to show you where one of 


Come in 





“The Story be ; 
of the Bath” these effient bathrooms can be installed. 


is a small, 
interesting 
booklet, full 
of historie 
and health 
facts. Cops 


(In this space your Name, 
Telephone, and 


Address ) 
free on re- 
quest 











There’s Nothing New Under the Sun 


YNCIENTIFIC excavations in an old city of the East have brought to 
S light the fact that women carried vanity cases five thousand years 
ago 

The luxuries of that old civilization didn’t spread to the whole 
world hecuuse they didn’t have printing-——-nor advertising Your wares 
would lie untouched if they weren't advertised You may not do it, 
but someone else does, and you are reaping the benefit 


Don't expect your present customers to advertise for you Most 


people lack a sense of gratitude with reference to work they have paid 
for Aggressive advertising is the only sure way to growth 

Use the Advertising Editorials 12 illustrations for $4.20 20c for 
the Bath-a-Day eal The copy is without charge You take it from 


this page each week, 


- 
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You know of ten or twelve people at least 
who ought to have an extra bathroom in the 
home—or who have none and ought to 


have one. Send them the following letter: 


Plumbing ‘ Fleating 


Two Rivers, N. Y., 
March 28, 1925. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam 

You don't need a large room nowadays 
for a bathroom The end of a broad hall, 
an unused sewing room or clothes closet, 
the waste space under a stairway——these may 
be sufficient to take care of a modern, efficient 
bathroom. 

We can install a complete bathroom, 
with tub, lavatory and toilet in a space five 
feet square 

Won't you telephone and let us send 
someone out to show vou where a (an extra) *® 
bathroom may be installed without in the 
least crowding the other rooms? 

The convenience of a (an extra)* bath- 
room is undeniable The cost is not high, 
considering the life of the equipment and 
the comfort you and your family will derive 
from it 

Telephone today 

Very truly yours, 
JOHN BROWN 

*Use the phrase ‘‘an extra’ when writ- 
ing to those who already have one bathroom 
in the house, 


Adlet 


ONE A WEEK—No. 31 


who feels that he cannot afford the Edi- 
torial space, and for the man who is using the 
Editorial In the latter case, the Adlet is just 
one more link in the sales chain—a “follow-up” 


a Adlet is for two purposes For the man 


of the larger effort As in golf, it the “follow 
through” that perfects the ale stroke Copy 
out the Adlet, and hand it to your newspaper 





“Vest Pocket’? Bathrooms 

Do you know that a complete bath- 
room-—tub, lavatory and toilet——can be 
put into a space five feet square, using 
standard fixtures? Telephone and we'll 
send some one to show you how it could 


be done in your home. 
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ST. MARY'S COLLEGE, SOUTH BEND, INDIANA, UNIVENT EQUIPPED. GILHAM-COOK & WHITE, KANSAS CITY, MISSOURI, Engineers 
J. E. HANEY, SOUTH BEND, INDIANA, Heating Contractor 


Your Profit and Your Mechanical Judg- 
ment Say Univent 


The Architect, the Heating Engineer, and the School 
Board all agreed that a modern school demanded 
Univent Ventilation and heating. 





After thorough investigation, they all decided upon 
the Univent as being the most adaptable to the 
plans—the most flexible in operation, as well as the 
soundest and simplest mechanically. 





Open view of UNIVENT, illustrating 


A.—Copper radiator without a single joint, ab- 
solutely leak-proof. 











B.—Air filter easily removable for cleaning. In operation it is even more simple than opening 
C.—Cone type fan specially insulated for quiet - . x “ . 
operation. the windows for ventilation, without the disagree- 








able drafts—and the beneficial results are obvious. 


j / re . . . . 
‘ff E N ] The Univent is easy to install in new or old 
| SO buildings. 


} 
(teaos \/ mann) 








. ‘ Write for Special Architect and Engineer's Edition 
Uentilat ion of Univent Ventilation. It points the way to profit. 







THE HERMAN NELSON CORPORATION Moline, Ill 


1961 Third Avenue 












BELFAST, ME. PHILADELPHIA Branch Sales and Service Stations ST. LOUIS SALT LAKE CITY 
BOSTON DES MOINES EMPORIA SPOKANE 
NEW YORK CITY MILWAUKEE OMAHA PORTLAND 
BUFFALO MINNEAPOLIS KANSAS CITY SEATTLE 
SYRACUSE CHICAGO DENVER VANCOUVER 





SCRANTON 
PITTSBURG 
GRAND RAPIDS 
CLEVELAND 


COLUMBUS 
TOLEDO 
INDIANAPOLIS 
TORONTO 
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New Business ‘Oentures 


Holcomb Bros., of Carthage, S. Dak., have been in- 
or 


corporated with a capital of $25,000, to conduct a plumb- 
ing and hardware business. 


March 28, 


Fleer & Cohen, of New York City, have been incorpo- 
rated with a capital of $5,000 to conduct a plumbing 
business. I. Fleer, W. Cohen and I. L. Rollins are the 
incorporators. 

Northwestern Heating & Plumbing Co., of 1465 Sher 
man avenue, Evanston, Ill., has been incorporated with 
a capital of $35,000 to conduct a plumbing and heating 
business. The incorporators are George Kearney, H. M 
Kearney and Roger E. Kilby 

Cc. E. Bates, Inc., of Madison, Wis., has been incor- 
porated with a capital of $3,000 to conduct a plumbing 
and heating business. Joseph L. Endres, ©. E. Bates 
and Perry A. Sletteland are the incorporators 

T. D. Sorrels and Gilbert Turner are the proprietors 
of a new plumbing establishment, to be known as the 
Service Plumbing Company, in Campbellsville, Ky 

Philrose Plumbing Co., of New York City, has been 
incorporated with a capital of $5.000, by P. and F. Rosen- 
blatt and J. Cohen. 

Hygrade Plumbing Co., of New York City, has been 
incorporated with a capital of $25,000 by E. Greenberg, 
S. Weinberg and S. Goldstein. 

The Shea, Gleason & Prichard Co., Bangor, Me., has 
been incorporated with a capital of $10,000, to conduct 
a plumbing business. 

The Limestone Plumbing & Electric Co., Inc., of Athens, 
Ala., has been incorporated with a capital of $10,000 by 
S. W. Parham, Jr., Thomas Izard, B. G. Biles and Fred 
and W. J. Howard, all of that city. They will conduct 
a plumbing, heating and electrical’ business 

The Washington Plumbing Co., of Somerset, Ky., has 
heen incorporated with a capital of $2,000, by E. F., 
Beard, Becher Smith and R. CC. Washington. 

Elkins Park Plumbing & Heating Co. has opened a 
shop at 8014 York road, Elkins Park, Pa. George D. 
Murphy is president and manager. 

Frank Wackenhut has opened a plumbing and heating 
establishment at 3215 Shelbourne street, Philadelphia. 


C. M. DeHondt has engaged in business under the 
name of Serv-U-Plumbing Co., at 331 Ventura avenue, 
Los Angeles, Calif. 























A corner in the plant of the New Metal Products Co., in 
Emeryville, Calif. 
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Developing The Best 


In Your Business 


The policies that governed It is the better part of good 
the Honeywell business business judgment to famil- 
when it was organized 15 __iarize yourself with Honey- 
years ago still prevail. well Automatic Controls. 


There has been only one We suggest a practical test 
object in view and that and demonstration. Then 
object has never been and you will know what they 
never will be “How cheap” do and how they do it and 
but always “How much why they are the best 
better can control equip- possible business builder 
ment be made?” and business insurance. 


Honeywell Controls for the Automatic regulation of room 
temperatures are simple in design, easy to install, depend- 
able in action and consume only the minimum of current. 


The Honeywell Heating Specialties Co. 


Wabash, Indiana 


HONEYWELL 


Temperature Regulators 


Honeywell Elec- 
tric Motors and 
Switch Motors 
are approved and 
listed as standard 
by the Under- 
writers’ Labora- 
tories, Incorpo- 
rated. 
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They Keep 


Century 


day. 





Built in all standard sizes from ! 


Single Phase Motors 


1827 Pine St. 


29 Stock Points in the United States 
and More Than 50 Outside Thereof 

















Bearings of Highest Grade 
Cast Phosphor Bronze 


The bearings in Century Repulsion Start 
Induction Motors are made from the highest 
grade cast phosphor bronze bearing metal 
that can be obtained. They are cast from 
metal heated in electric furnaces in the Century 
plant — the composition of each individual heat 
being exactly determined. They are then 
accurately machined on all dimensions and 
provided with machine cut figure-8 oil grooves, 
which insure a thorough distribution of oil 
throughout the entire length of the bearing. 
Lateral shifting is prevented by a heavy 
shoulder on one end of the bearing— built with 
liberal dimensions, they withstand the pound- 
ing of gear drive and pressures from uninten- 
tionally heavy belt tension. 


These are just a few of the reasons why many 
Motor owners report continuous 
service for 20 years without a single bearing 
replacement. 


7 


Send for Bulletin No. 29 


Bulletin No. 29 outlines all the superior fea- 
tures of Century Repulsion Start Induction 
send for your copy to- 


CENTURY ELECTRIC COMPANY 


St. Louis, Mo. 












4 to 40 H.P. 
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a-Running 


g to 40h. p.- 
temperature rise not more than 40 degrees 
Centigrade. 
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E. A. Loupe, L. T. Berry and Stanley D. Loupe have 
opened a plumbing shop at 2617 South Central avenue, 
and will conduct business under the name of Our Gang 
Plumbing Co 

L. E. Zieger has opened a plumbing and heating shop 
4. M. Wood building, Kan. 
Philip Slotkin Plumbing & Heating Corporation, of 
Brooklyn, N. Y., has been incorporated with a capital 
of $5,000, by P. Slotkin, H. Siegel and W. Sparago. 


° a 
Business ( hanges 


J. G. Dudley, of Shelby, N. C., has sold his plumbing 
and heating business to the Gastonia Plumbing & Heat- 


in the Overland, 



















ing Co., Gastonia, N. C 

E. B. Gill, of Chillicothe, Mo., has sold his plumbing 
business at 820 West Jackson street to J. E. Chambers 
Mr. Gill has been in the plumbing business in Chilli- 
eothe for the last thirty-three years. 

H. L. Jackson, of Hull, Iowa, has sold his plumbing 
and heating business to Jake Plasier. Mr. Jackson has 
purchased the McNall interest in the firm of Rorebeck 
& MceNall, of Spirit Lake, Iowa. 

Isaac A. Park, formerly connected with the Chillicothe 
Plumbing & Heating Company, of Chillicothe, Mo., has 
purchased the Newman & Bennett Plumbing Shop, Tren- 
ton, Mo. He has changed the name of the shop to Trenton 
Plumbing & Heating Company 

Addison Todd has purchased the half interest of J. J 
Flynn in the plumbing firm of Mitchell and Flynn, Santa 
tosa, Calif. The plumbing establishment has been moved 
from 28 Third street to the Todd building at 517 Third 
street. 

The Leslie Plumbing Shop, of Holdenville, Okla., will 
move to a shop which is now being erected at 413 North 
Broadway in that city 

Walter W. Smith, plumbing and heating contractor 
of Trenton, N. J., has moved his business office to 1852 
South Clinton avenue in that city. 

Tucker & Co., plumbing contractors, 473 Tremont 
street, Boston, have removed their business to 1279 Bea- 
con street, Coolidge Corner, Brookline, Mass. 

Bick & Son are about to move their plumbing and 
‘heating establishment from Toppenish, Wash., to Marsh- 
field, Ore 

Fred Schuster has purchased the business of the 
Wenatchee Plumbing Co., Wenatchee, Wash., from L. H. 
Jensen 

Wardell & Barrett, of Scranton, Pa., have moved their 
plumbing business from 335 Washington avenue to their 
new home on Adams avenue in that city. At the new 
address they have an attractive and up-to-date display 
room which is attracting much attention. 

John J. Coleman has moved his plumbing business to 
larger quarters at 4716 Wayne avenue, Philadelphia 

William A. Rice, master plumber, recently opened a 
new office at 479 Campbell avenue, West Haven, Conn 

The Wallace Plumbing Company, of Denver, Colo., has 
opened a branch store at 1071 South Gaylord street in 
that city. This company, of which John Wallace is 
head, was established in 1899. 

G. E. Clark has taken over the management of the A 
Anderson & Son plumbing establishment at 7450 Archer 
avenue, Summit, Ill 

Wim. Schartow has disposed of his heating and plumb- 


ing business in Wesner, Nebr., to Harry McNamara 
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POP VALVES 


Pop Safety Valves for house heating 
boilers are made for pressures ranging 


up to 25 lbs. 


No adjustment can be made after 
valve is sealed. Fitted with iron base 
which prevents undue pressure on seat 
when making connection to boiler. 
Passed by the rulings of the A. S. M. FE. 
code and registered in the Province of 
Ontario, Canada. 


Capitol products are a combination of 
selected materials and good workman- 
ship, each article being carefully in- 
spected before it is tueked away in the 
Capitol package with the orange colored 
label —and the prices are reasonable. 


Catalog of Plumbers and Steamfitters 
brass goods mailed you FREE on re- 
quest. 





T he Pop Safe ly 
Valve Shown here is 
the Camtol No. 270 











CAPITOL BRASS WORKS 


2300 Franklin Street 


=——DETROIT, MICH: 
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Let the Maderno increase your profits 


If you actually made the whole profit 


you figure on every water closet you in- 


stall, wouldn’t your books tell a different 
story? 


“Cheap” closets are costly in the end 


because the profit is all eaten up in trying 


to keep them sold. 


The Maderno is trouble proof — you 
get ALL the profit you figure. 


The opening of the Maderno bowl is 
234 inches more than a regular closet. 


wey, 


The seat too, has this extra opening. 


The tank is fitted with guaranteed 
trimmings. Both closet and tank are 
tested at the factory under water. 


The outfit comes to you all packed 
complete in one crate. 


National advertising is acquainting 
your customers with the Maderno. It 
only costs them a few dollars more than 
the ‘‘cheap”’ outfit—and it’s worth it. 


“Ask ’em to buy’’—a Maderno—and they will 


THOMAS ‘MADDOCKS SONS CO. 


_TRENTON, 


N. J. 
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S wimming - “Pool News 


The new high school at State boulevard and St. Joseph 
River, Ft. Wayne, Ind., is to have a swimming pool. 

Fred White, Tucumcari, N. Mex., is constructing a swim- 
ming pool, 30x70 ft., which he plans to give to the chil- 
dren in the town. He is being aided by the Kiwanis Club, 

The new Utrecht “‘Y,’’ Brooklyn, N. Y., will contain a 
swimming pool. 

A movement is under way for the construction of a 
municipal swimming pool at Kearney, Nebr. 

A municipal swimming pool, sponsored by the Young 
Men’s Business League, Waxahachie, Tex., is to be con- 
structed in that city. 

A swimming pool will be built in Sycamore Park at 
Fort Worth, Tex., by the Recreation Board of the city. 
The pool will be 150x300 ft. 

The Board of Park Commissioners, San Francisco, Calif., 
is about to let the contract for installing power and heat- 
ing plant at the Herbert Fleishbacker swimming pool, at 
Great Highway and Sloat boulevard. 


The Sanitary Swimming Pool Company contemplates 
the construction of a 60 x 120 ft. swimming pool in Ponca, 
Nebr. G. H. Mangold, 3725 Jackson street, Sioux City, 
Iowa, can give information. 

An election will be held in the Spring to vote on the 
construction of a municipal swimming pool in Fremont, 
Nebr. 

A bathhouse and swimming pool, 125 x 250 ft., to cost 
about $250,000, is being planned for Paradise Park, Rye 
Beach, N. Y. 

The Oldmar Country Club, Oldmar, Fla., is contemplat- 
ing the construction of a swimming pool. 

The American Legion post at Marysville, Calif., is 
behind a movement there for a swimming pool which 
will be built on D street. The city’s merchants have 
promised support. 

A swimming pool will be installed in the new high 
school on Market street in Paterson, N. J. 

An eight-acre site, Allentown, Pa., has been purchased 
by Olyphant council for the construction of a swimming 
pool in the park this summer. 


KENTUCKY HIGHER COURT UPHOLDS McCRACKEN 
COUNTY DECISION ON PLUMBING AMENDMENT 
The Kentucky Court of Appeals, in session at Louis- 

ville on March 25, upheld the decision of the McCracken 

County Circuit Court at Paducah, holding that the plumb- 

ing act of the 1924 General Assembly was unconstitu- 

tional. This act provided for the registration of plumb- 
ers in cities of the second class and for supervision and 
inspection of plumbing and drainage. The origina) act 
in 1914 referred to cities of the first class only. This 
was later amended but the act became invalid because it 
was in the form of amendment of the act of 1914 and 
the full act was not cited in the bill. This was in viola- 
tion of Section 51 of the state constitution which pro- 
vides that, in amending an act, the full act must be re- 
enacted and published at length. The test case was that 
of a plumber of Paducah who brought suit against the 
city board of plumbing examiners. He won the first 
decision and the city carried the case to the higher courts. 

The decision affects Covington, Lexington, Newport, Pa- 

ducah and Ashland, inasmuch as they are all cities of 

the second class. 
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Forged Brass Tail Nuts 
Cut Down Installation Costs 


IME is money, and unforeseen 
delays often represent the differ- 
ence between profit and loss. 


When using Commonwealth-Lavigne 
Radiator Valves you are insured against 
installation troubles by the forged 
brass tail nut which will not crack nor 
break. This feature has been given 
an enthusiastic welcome by steam- 
fitters the country over. 


The reputation of Commonwealth-La- 
vigne Radiator Valves for high quality 
is so firmly established with the trade 
that you know you will receive only 
first-class operation and service from 
them. 

Your Jobber Can Supply You 


COMMONWEALTH BRASS CORPORATION 
DETROIT, MICHIGAN 





RADIATOR VALVES 








installation with 


“x Means getting 
your money 











THE WONDERFUL 


BOILER ould 


PERMANENTLY 
REPAIRS LEAKS IN 
HEATING BOILERS 
AND REMOVES SCALE 


“X” LABORATORIES 


R -Y. U.S.A. 
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Said a Steamfitter One Day: 


‘Yes Siree! Every time I figure on a new installa- 
tion I include the price of a couple of cans of **X.”’ 


“I can’t afford to spend extra hours on a job on 
account of leaking nipples, sandholes, dripping 
joints, losing the confidence of my customers 
and waiting for payment. 





‘I go on a job, get the heating system installed 
with the best workmanship possible, do it quickly 
and then 








“In Goes a Couple of Cans 























shoes BR 
of Old Boy ‘*X’’! | —— 
TE ncn 
FO BIO 
“I buy it by the carton, and ‘*X”’ goes with me i | 
to every job, whether I have a rusty old patch- — sy 
work system to repair or a brand new installa- —— en) 
tion.” : EON || iF 
AT ALL JOBBERS Vig ana “a 
“X" LABORATORIES = 25 W. 45th St. = NEW YORK 





In the “ROUND THE WORLD 
FLIGHT” which left California 
March 17, 1924. ‘*X’’ LIQUID was 
carried by each aeroplane and 
extra cans were shipped to the 
various Landing Stations by order 
of the Flight Engineer. 
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LENOX STEAM 
BOILERS 


Heating contractors who are looking 
for a good all-’round steam boiler 
for the average residence or small 
apartment job will be impressed by 
the simplicity of construction of the 
Lenox Steam Boiler. 


Combined with this quality are dura- 
bility and effectiveness. A steady 
water line and dry steam is insured 
by the extra large steam dome and 
circulating pipe connecting the water 
spaces in the dome and lower part 
of fire pot. 





Other points of advantage are the 

large flue doors which give immediate 

access to all flue surfaces and makes 
cleaning easily and quick- 
ly accomplished— the 
more than ample ash pit 
and the wide door — and 
the extra deep fire box 
which makes frequent fir- 
ing unnecessary. 


Made in ten sizes (325 to 
875 feet) from which you 
can select just the right 
capacity for any job. 





















































New catalog free for the asking. 






















































































































































































GURNEY HEATER MFG GMPANY. 
General Offices—BOSTON, MASS. 


NEW YORK , ‘ PHILADELPHIA 
Ca aK cor 75-95 Oliver Street i.e North 17th Street 
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COMPANTES RECENTLY INCORPORATED 


E. Schultz & Co., 2423 Lawrence avenue, Chicago, IIL, 
has incorporated with a capital of $10,000, to manufacture 
oil burners. The incorporators are Sidney Levy, Edward 
R. Tiedebohl and Herman Rosenthal. 

The G. L. Anderson Brass Works Co., of Birmingham, 

has been incorporated with a capital stock of $10, 

The incorporators are E. T. Schuler, G. L. Anderson, 
N. 39th street. 
he Septic Sewerage Company, of Tampa, Fla., has been 
The officers 


la., 





i 
ie President, C. C. Croft; vice-president, W. P. Whelp 


orporated with a capital stock of $25,000. 
‘ ‘ > 
lev; Croft 


secretary, EK. F. White, and treasurer, J. F 

CHANGE OF FIRM'’S NAME 
The Link Company, Jackson, Mich., is the name under 
which the former Link-Cornell Company of that city will 
be known in the future. 


NEW SUPPLY HOUSE IN SCRANTON 
Reddington & Judge is the name of a new jobbing 
firm in Scranton, Pa., located at 415 North Eighth ave 
nue. M. L. Reddington, formerly with W. A. Case & 
Sén Mfg. Co., of Buffalo, N. Y., and James P. Judge are 
the members of the firm. 


MINNEAPOLIS COMPANY ESTABLISHES SEVENTH 
a’ BRANCH OFFICE 
b The Minneapolis Heat Regulator Company, of Minne- 
apolis, Minn., has just established its seventh branch 
office. This new branch is located in St. Louis, Mo., and 
is the result of the company’s business in that city. This 
direct factory branch is in charge of George Kingsland. 


: J. B. WISE, INC., ANNOUNCES NEW OFFICERS 
J. B. Wise, Inc., Watertown, N. Y., has announced that 
Wm. A. Brecht, who has been general sales manager, 


has been made vice-president of the company, and that 
Wm. M. Thompson, formerly western sales manager, has 
been made general sales manager with headquarters at 
the main office in Watertown. 
SUPPLY COMPANY OPENS BRANCH 

The Daly Plumbing Supply Co., of Boston, Mass., has 
leased for a term of years, the first floor of.the Fitchburg 
Machine Works building on Main street, Fitchburg, Mass., 
for a branch distributing house and office. The branch 
will be known as the Fitchburg Plumbing & Supply Co. 
and will use Fitchburg as a distributing point for central 
and western Massachusetts. 





CALIFORNIA COMPANY COMPLETES NEW PLANT 

The new $10,900 plant of the Coast Heater Manufac- 
turing Company, at Monrovia, Calif., just outside of 
Los Angeles, has been completed and is in operation. 


61 


Installation of machinery was finished the first week of 
March The company has considerably more ground 
than is needed at present but this was secured with a 
view to expansion Oscar Rice is president of the com 


pany and George I). Wilcox is vice-president 


NOW IN NEW LOCATIONS 


The St. Louis, Mo., branch of Kohler Company, Kohler 
Wis., has moved from its old location at 215 North Tenth 
street, where it has been for the past five years, to the 
Arcade Building, where it has leased a display room in 
the shop section as well as 1,000 sq. ft. of space in the 
basement Stephen H. Gilmore is in charge of the branch 

The Blackmer Rotary Pump Co., with factory formerly 
at Petoskey. Mich., has moved its manufacturing base to 
Grand Rapids, Mich., 


completed 


Where its new plant is now being 


Misener & Irving Mfg. Co., Ine has moved from 512 
Kast Genessee street, Syracuse, N. Y to 226-328 East 
Washington street in that city, where the company will 
have considerably larger quarters 

The Whitlock Coil Pipe Company, 
with Boston office formerly at 514 


Hartford, Conn., 
Atlantic street, is 

William Wilcox, 
Babcock are in charge 


now located at 6 Beacon street, Boston 
S. T. Green and C. I, 


NEW FACTORIES AND ADDITIONS 
The Monmouth Plumbing Supply Co., 63 Ninth street, 
Miami, Fla., 
John H. Sculthorpe is the architect ee 


contemplates enlarging its present building 
serkstresser is 
secretary of the company. 

The Zwermann Company, Robinson, IIl., is building an 
addition to its assembling department which will comprise 
5,000 additional sq. ft. of floor space. This addition was 
necessitated by the increased production 

The G & H Supply Co., 
N. J., is erecting an addition to its present quarters, which 


of 500 Southard street, Trenton, 
will be used as office space. 


AN OVERSIGHT 
Herman Miller is now in business for himself at 98 
Milford avenue, Newark, N. J., 
Miller Brass & Copper Company In our issue of March 


under the name of H 


14, it was erroneously stated that he was connected with 
Montgomery Plumbing Supply Company, Jersey City, N. J 


JOHN J. KOEPSELL CALLED BY DEATH 


John J. Koepsell, president and founder of the plumb 
ing and heating supply business of J. J. Koepsell “o., 
Sheboygan, Wis., died on Wednesday, March 11, at his 
home in that city, in his 72nd year. He was seriously 
ill only a week, although he had been in poor health for 
six years. Mr. Koepsell was active in local civie affairs, 
serving on the school board so effectively that he was 
elected a life member His wife and two children sur 


vive him. 














March 28, 1925 


















THE EXPOSITION AT THE CONVENTION Kohler, Wis., 43-44-45; Mueller Co., Decatur, IIl., 81-82; 
Thomas Maddock’s Sons Co., Trenton, N. J., 3-4; North- 
annual convention of the National Association of Master West Gas & Electric Equipment Co., Portland, Ore., 14-15; 
Plumbers, which is to be held in Portland, Ore., June 23 Nye Tool & Machine Works, Chicago, 39; Northwest Lead 

Co if; National Tube Co., Pittsburgh, Pa., 7-8; Oak- 
land Foundry Co., Belleville, Ill, 5; Portland Gas & Coke 
Co., Portland, Ore., 16-17-18; Pacific Sanitary Mfg. Co., 


Chas. Fullman, manager of the Exposition at the 43rd 


24 and 25, reports the following list of firms (together! 


with their booth numbers) who have taken space in this 


plumbing and heating exhibit American Radiator Co 

fuffalo. N. Y 76-77 American Pin Co.. Waterbury San Francisco, Calif., 41-42; Peerless Pacific Co., Port- 
Conn., 89-90; Birchfield Boiler Co., Tacoma, Wash., 24 land, Ore., 57-58; Pacific Faucet Mfg. Co., 93; Pittsburg 
Black & Decker Mfg. Co., Baltimore, Md., 53-54-55-56 Water Heater Co., Pittsburgh, Pa., 51; Ridge Tool Co., 
Blue Seal Chemical Co., Roselle, N. J., 49; Chicago Faucet }8; Ross Mfg. Co., Northville, Mich., 37; Rawlplug Co., 


Ine New York City, 34; Standard Sanitary Mfg. Co., 
92: Central Tube Co.. Pittsburgh. Pa.. 59: Crane Co Pittsburgh, Pa., 71-72-73; Speakman Co., Wilmington, Del., 


Co., Chicago, 85: West Coast Porcelain 


Co., Chicago, %4 4 F. Curtin Valve Co Medford, Mass 


Chicago, 78-79-80 Cleveland Metal Product Co Cley 0: Sloan Valve 





Pian of E:xposition Hall, Municipal Audi- 
Oregon 





Portland, 





torium, 


: . ‘ . a 





2 ) + i) f 7 5 


_—o 7 o2 J 2 - « = rT —_— 








Booths 83 to 94, inclusive, are reserved for exhibitors requiring water and waste connections. Booths 8 to 18, inclusive, are 
reserved for exhibitors requiring gas connections 


land, O., 12: Crocker Chair Co., Sheboygan, Wis., 29 Mfrs., San Francisco, Calif., 35; Wolverine Brass Works, 
Coast Heater Co., 21; Duro Pump & Mfg. Co., Dayton, O., Grand Rapids, Mich., 52; Woodward-Wanger Co., Phil- 
83: C. J. Dondero, 33; Duriron Co., Inc., Dayton, O., 2 adelphia, 68-69; Williams Tool Corporation, Erie, Pa., 
“Domestic Engineering,’ Chicago, 47-48; EverHot Heater 27-28: Wheeling Sanitary Mfg. Co., Wheeling, W. Va., 84; 
Co., Detroit, Mich., 9; Geneva Heater Co., Geneva, Ill, 19 ind M. W. Wuesthoff, San Francisco, 75. 

Giant Mfg. Co., Council Bluffs, lowa, 40; General Water sooths which have not yet been reserved are Nos. 10, 11 
Heater Corporation, Los Angeles, Calif., 20; Good Mfg and 22, with water, gas and vent connections; Nos. 87, 
Co., New York City, 65-66: H. E. Heim, Portland, Ore SS and 91, with water and waste connections. Of the 
23: Hoffman Specialty Co., Waterbury, Conn., 6; Hoff till exhibits there yet remain Nos, 25, 26, 30, 31, 32, 
mann & Billings Mfg. Co., Milwaukee, Wis., 1; Johnson 36, 60, 61, 62 and 63 Booths 10 and 11, among the 


Murphy Co., Detroit, Mich., 13; Josam Mfg. Co., Michigan first reserved, were recently cancelled and are now avail- 
City, Ind., 64; S. T. Johnson Co., San Francisco, Calif able Those interested should, without delay, write to 
86; M. L. Kline Co., Inec., Portland, Ore., 70; Kohler Co Chas. Fullman, 425 Jefferson street, Portland, Ore. 
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And the Ultimate in Durability and Fine Appearance 

















Evernu 


Everlasting Hard Rubber 


Seats 


Economy waits upon durability— 
whether it be the material that clothes 
the structural ‘steel or the plumbing 
fixtures. , 

A lavatory seat, to give permanent 
satisfaction, must be almost indestruct- 
ible, impervious to acid, and endure 
constant cleansing without deteriora- 
tion of its fine appearance —in brief, it 
must be an EverNu Hard Rubber Seat. 
Made of pure rubber, molded into one 
lasting piece, the EverNu can’t split, 


When a wood seat is needed, specify NEVER-SPLIT 


They are famous for the bolted construction that makes splitting, 
warping, and separation of joints impossible. The cross grain of the care 
fully seasoned oak and gum runs around the hole and withstands every 
strain. Each seat is hand-brushed and beautifully finished and there is a 


model for every type of bowl. 





crack, craze or warp. You can specify 
it, confident that it will be as long- 
lived as the lavatory. Our guarantee is 
unconditional. 

There is an EverNu model for every 
type of bowl—closed front, open front, 
and open back and front for both reg- 
ular and extended lip bowls. Architects 
may specify the hinge metal. May we 
mail you a catalog ? 


NEVER SPLIT SEAT COMPANY 
Founded 1905 Dept. 23, Evansville, Ind., U.S.A. 





Se BS, 6 Ee of 6, - 
-*t Fe Ee a 





The Largest Manufacturers of Lavatory Seats in the World 


Mention Domestic ENncint 


ing advertiser 


vhen writ 
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THE FPORTY-SEVENTH ANNUAL SALES CONFERENCE 


OF JAMES B. CLOW & SONS 
James B. Clow & Sons, of Chicago, recently held their 
annual sales convention at their general offices in Chi 
ago and at their plants in Coshocton and Newcomers- 
wn, Ohio The concern’s entire sales organization was 
n attendance and the first day's sessions were held at 
the general office in Chicago, presided over by W. E 
Clow, who has been continuously at the helm since the 
ales organization was formed On the evening of the 


first day the entire sales organization left Chicago by 
pecial train for an inspection of the Columbus pottery 
and the company) two large plants at Coshocton and 
New merstown, Ohi« 

After inspecting these plants, whose capacities have 
been increased ver much during the last three years 
busine sf ions were held for three days These ses 
ions were presided over by W. E. Clow, Jr., and Kent 

Clow ice-pr ients of the company, ably assisted 





At the recent annual conference of the saniesx organization 


one 


by IL. J. Elliott, manager of Power and Corporation Sales, 
W. J. O'Day, manager of Foundry Sales, E. V. Daily, 
manager of Gasteam Sales, and W. J. Spillane, manager 
of Plumbing and Heating Sales 


It was the consensus of opinion of those attending 
the conference that 1925 will be a year of great activity 
in the industry as a whole 

The accompanying interesting photograph of the sales 


taken at the from 


picture are 


organization was conference Reading 


left to right those in the 
Front 
lane 


ss = 


row: S. L. Barrow, Shreveport, La.; W. J. Spil- 
and 


City 


manager Plumbing Sales, Chicago; 


Ware, 
vice-president; W. E 


Heating 


Flinder, manager Sales, Chicago; O. 


treasurer, Chicago: W. E. Clow, Jr., 


Clow, president; K. S. Clow, vice-president; J. McPart- 
land, Chicago; Helen Vogel, Chicago; L. J. Elliott, man- 
ager Railroad and Corporation Sales, Chicago; M. O 


Patrey, Madison, Wis 
Second row: J. H. Roche, Lexington, Ky.; J. A. Welch, 
Rumbold, Tampa, Fla.; A. J. 


Abell, Aurora, Ill.; Thos. Con- 


Louisville, Ky A. Hi 
Nikodem, 


Chicago; W. J 
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roy, Chicago; Julius Fix, Chicago; W. Van B. Claussen 

New York City: J. H. Whalen, Minneapolis, Minn. 
Third row tobert Salvage, Coshocton, Ohio; E. V 

Daily, manager Gasteam Sales, Chicago; Samuel Hopper, 


Harbor, 
Patterson, 


Jenton Mich.; H. T. Carkeek, Philadelphia, Pa.; 
E. P Coshocton, Ohio. 

Fourth row A. J. Phillips, Chicago; J. H. Malone, 
Peoria, Ill.; L. J. Mahany, Chicago; C. Barnard, New York 
City: W. W. Penn, Baltimore, Md.; J. H. McPherson, 
Mass.; J. M. Williams, Los Angeles, Calif.; L. G 
L. E. Woessner, Milwaukee, Wis.; J. R 
Lima, Ohio; A. J. Hazleton, Kansas City, Mo. 
row H. H New La.; M. A 
Harry Harris, Chicago; W. L. Schmoll, 
Little, Chicago; L. D. Allen, ad- 
Chicago; J. E. O’Brien, Pittsburgh, 


Boston 
Schmid, Chicago: 
Morris, 

Fifth Orleans, 
Murray 


Dawson, 
Chicago 
Mo.; 
manager, 


St. Louis, Joseph 


vertising 


Pa.; T. J. Quill, Chicago; F. L. Napier, Cleveland, Ohio; 
J. E. Boothby, Chicago; W. S. Logan, Buffalo, N. Y.; 
F. W. Patrick, Little Rock, Ark W. C. Westman, Dallas, 





of James B. Clow & Sons, Chicago.—From photograph taken at 
of their plants in Ohio 


Texas; J. R. Wade, Grand Rapids, Mich.; George Weiss, 


Chicago 

Sixth row W. Beers, 
Tinthoff, Peoria, Il.; J. 
Chicago; C. C. 


Ohio; F. O. 
A. Byers, Chicago; John Madden, 
Detroit, Mich.; D. E. Me 


Newcomerstown, 


Rodenhausen, 


Culley, Omaha, Nebr.; W. H. Behenna, Davenport, Iowa; 
J. H. Roberts, San Francisco, Calif.; J. R. Riely, South 
Bend, Ind.; R. F. Murray, general superintendent, Chi 


cago; F. R. Fabbri, Chicago; 
Magee, Buffalo, N. Y.; 
Des Moines, 


H. Skibbe, Chicago; J. F 
H. E. Turner, Toledo, Ohio; F. C 
Brach, Iowa. 

HEATING GOLF ENTHUSIASTS GET TOGETHER 

On March 24, the Heating & Ventilating Golf Associa 
tion of Philadelphia responded to a clever ‘radio’’ 
of Secretary R. C. Bolsinger and assembled for a dinner 
and conference at McAllisters on 
in Philadelphia. 
golfing 
will be 


call 


Garden street 


Plans were made for a season of good 


Spring 


A complete report of the dinner and conference 
published in the next issue of “Domestic Engi 
neering.” 
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Why will you find 


our man in your plant? 





THE PURCHASE of Oxweld 
apparatus does not end with the 
PLUMBERS know what delivery of the apparatus to you. 


page soley Momgeiineen The Oxweld Acetylene Com- 


do. One service report 


says: “In order not to in- pany considers it a part of its duty 
terrupt production I in- to help keep all Oxweld appara- 


stalled their new Oxweld } ; Ts 
100 Ib. Duplex Generator tus In proper condition and work- 


on Saturday afternoon ing efficiently. 
and Sunday. During the 


same period I also over- ; It is also a part of Oxweld’s 
ae Sane Senare duty to see that all Oxweld cus- | 
regulators and a number ; . } 
of welding heads, and tomers are informed of the best | 
otherwise did everything methods of welding and cutting, | 
necessary to assure their | . > 
installation being in first | and that they are instructed in 
class order.” ; new processes discovered by the 


research laboratories. 





The greater part of this obli- | 
gation can be fulfilled only by 
personal visits to your plant. That 
is why some day you will findan | 
Oxweld utility man in your plant. | 

He will be inspecting yourapparatus, 
making minor repairs or adjustments, 
instructing or informing your operators 
on new methods, doing everything he 
can to help you obtain the fullest use 
of your Oxweld apparatus. 


Oxweld Acetylene Company 
LONG ISLAND CITY, Ny. 
Thompson Ave. & Orton St. 

CHICAGO SAN FRANCISCO 

3642 Jasper Place 1050 Mission Street 




















WELDING AND CUTTING APPARATUS 


WORLD'S LARGEST MANUFACTURERS OF WELDING AND CUTTING EQUIPMENT 

















alae 


Mention Domestic ENGIneerinGc when writing advertiser 




























Catalog 
should be 
at hand 
at all 
times 


Be Sure to Write 
for 
Your Copy Today 
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DOING A GOOD JOB 


The H Line—(Hudson)—is doing a good 
job for the plumbing trade. 
quality, material, good workmanship, and ease 
of installation with bigger profits. 


It combines beauty, 


Hudson Showers and Bath Fixtures are 


waiting to bring you the Apartment and Resi- 


dence jobs that you are after. 


Write 
for 
Catalog 





Any Jobber 
can 
Supply You 


HUDSON BRASS WORKS 





INCORPORATED 


16-20 NASSAU STREET 


BROOKLYN, N. Y. 

































































March 28, 1925 DOMESTIC 
P. B. & P. COMPLETES LARGE WAREHOUSE 
IN SOUTH 

Pierce, Butler & Pierce Manufacturing Corporation, 
New York City, has just completed the erection of a 
$90,000 warehouse in Jacksonville, Fla. The company’s 
southern business had expanded to a point where the 
warehouse which was formerly occupied by the Jackson- 
ville branch had grown too small This branch was at 
one time one of the two branches operated by the Savan 
nah Supply Co., of Savannah, Ga., which the Pierce, 
Butler & Pierce Manufacturing Corporation took over in 
1923. L. ©. MeCubbin is branch manager The new 
structure is a one-story brick and concrete structure, and 
covers an area of exactly one-half of a city block, with a 
railroad frontage of 210 ft The building is equipped 
with a loading platform that runs the length of the 
railroad fronting portion. All elevators have been elim- 
inated by the one-story style of structure and large ground 


floor space. 


OSCAR F. BELL CALLED BY DEATH 

Oscar F. Bell, who for 27 years was traffic manager of 
Crane Co., Chicago, and who retired from that position 
four years ago, died suddenly of heart failure at his 
home in Highland Park, IIl., recently in his 75th year 
Previous to his long service with Crane Co., Mr. Bell 
was connected with the Chicago & Northwestern railroad 
Mr. Bell was active in Highland Park politics, serving as 
an alderman and later on the board of education. His 
widow and ten children survive him. 


CHICAGO'S “OWN-YOUR-HOME" EXPOSITION 

Plumbing and heating formed a large part of the vari- 
ous home appliances and comforts displayed at Chicago's 
fifth annual “Own-Your-Home” Exposition, held in the 
Coliseum, in that city, March 21 to 28 A great many 
manufacturers and distributors took advantage of this 
occasion to exhibit their products to the home-seeking 
public that flocks to such shows, anxious to look upon 
the newest that goes to make a home more “homey.’ 

There to display their commodities and explain their 
uses were the following firms connected with the plumb 
ing and heating industries:—-Aaball Mfg. Co., Chicago; 
Wolff Mfg. Corp., Chicago; Graver Corporation, East Chi- 
cago, Ind.; Evenheat Mfg. Co., Chicago; Chicago Faucet 
Co., Chicago; Jas. B. Clow & Sons, Chicago; Wayne Tank 
& Pump Co., Chicago office; Lovekin Water Heater Co., 
Chicago office; The Cleveland Heater Co., Cleveland, 
Ohio; Time-O-Stat Corporation, Milwaukee, Wis.; Hum- 
phrey Co., Kalamazoo, Mich., Stover Co., Chicago; New- 
port Boiler Co., Chicago office; Minneapolis Heat Regu- 
lator Co., Minneapolis, Minn.; Hess Warming & Ventilating 
Co., Chicago; L. J. Mueller Furnace Co., Milwaukee, Wis.; 
Beckwith Co., Dowagiac, Mich.; Weil-McLain Co., Chi- 


cago; Master Heat Regulator Co., Chicago office; The | 


state Stove Co., Hamilton, Ohio; A. H. Wolff Gas Radi- 
ator Co., Chicago office; EverHot Heater Co., Chicago 
office; Crane Co., Chicago; Hardinge Fuel Oil Heating 
Co., Chicago; Federal Water Softener Co., Chicago; Ken- 
ney-Cutting Products Corporation, Chicago office; Art 
Metal Products Co., Chicago; American Metal Products 
Corp., Chicago office; Winchester Radiator Cabinet Co., 
Chicago; Safe Fire Oil Burner Co., Minneapolis, Minn.; 
The Home Radiator Cabinet Co., Chicago. 

Homer R. Linn, president of the Illinois Chapter of the 
American Society of Heating and Ventilating Engineers, 
was chairman of the Heating and Ventilating Committee 
of the Exposition Joseph W. Cannon, president of the 
Plumbing Contractors’ Association of Chicago, was chair 
man of the Sanitation Committee. 
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The BLAUVELT 


Packless Interchangeable 


FAUCET 


BLAUVELT FAUCETS 
assure a profit in cash 
and good will. 


Rapidly mounting repair and mainten- 
ance costs usually follow a ‘‘low first 
cost faucet.’"’ This condition breeds 
resentment and destroys good will 

towards the plumbing contractor. 
Body cut away The Blauvelt Packless Interchangeable 
showing Sylphon Faucet is the result of our efforts 
towards creating a faucet which does 


Patented 
Dec. 25, 1923 


The Blauvelt away with the necessity for periodical 
Packless Inter repairs. 
changeable Fau- a specially constructed sylphon makes 


cet is made in 
single and double 
styles in both 
compression and 
self-closing types 
for basin and sink 
installations. 


packing unnecessary. A non-rotating 
valve entirely eliminates the disastrous 
grinding effect on valve disc, seat and 
washer. 

These and other new features of con 
struction make this faucet the most 
economical you can recommend. 


The self - clos- 
ing and compres 
sion caps are in- ° 
terchangeable on The F. N. DuBois Co. 
the same faucet Incorporated 


body. 243-249 NINTH AVE., NEW YORK 


Send for descriptive folder 








The ARISTOCRAT 
Built-Well’s New Walnut Seat 











Built-Well The rood reputz , ; . . 
ee The g d reputation of a produc t 
Double Doweled is like the good reputation of 

Commenaien man. It is built up only by 


hard work and integrity over a 
period of time. By having an 
ideal and working to it. A good 
reputation is hard to obtain and 
easily lost. That's why we will 
Patented not reduce our quality, therefore 
Sectional view of ‘ 
cannot reduce our price. 


Built Well My. Co. 


1458 W. KINZIE ST. 
CHICAGO 





side down to 
show how dowels 
are inserted from 
bottom Mois 
ture only makes 
them tighter 











"AMERICAN 


—= WALNUT => 





The Mark of a 


Better Seat 
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Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Cost no more than the 





ordinary kind 














‘The best valve 


ever put on the market’’ 


Sectional view, Model N 
for hot water heating systems 
Protects against cracked boiler 


Sections an ther ruptures 





Mr. A. G. Bowyer, president and 
manager of Bowyer, Boag Limited, 
plumbing contractors of Winnipeg, 
Canada, writes: 


“We are greatly pleased in stating 
herewith that the “Red Top” Relief 
Valve is in our opinion the best valve 
ever put on the market! 

“We are using it in various ways with 
every confidence and success and also 
feel safe in saying that the Trade, in 
general, appreciates same in its fullest 
extent.” 


Mr. Bowyer is one of many plumbing 
contractors who have installed Red 
Tops with success and with profit. 
General experience has shown that 
there is no trouble convincing custo- 
mers of the importance of Red Top 
Relief Valves. 


The Red Top is the only water relief 
valve approved by the Underwriters’ 
Laboratories, Inc. May we send you 
a folder giving more detailed informa- 
tion? 


NEPTUNE METER CO. 


50 EAST 42nd STREET 
NEW YORK, N.Y. 


Branch Offices in Principal Cities 


Ked fop Relie? Yalve 


| 
' 
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TRANE COMPANY 





OPENS NEW BRANCH OFFICE 


With the establishing of an office at Zanesville, Ohio, 


has added another 
This branch office 
W. Newey, who 


The Trane Company, LaCrosse, Wis., 
name to its list of nineteen branches. 
will be under the management of Geo 
has had many years of expe- 
rience in the heating line. In 





1888, Mr. Newey started as 
an apprentice in Cleveland, 
Ohio. In 1896 he came to 


Zanesville as a plumber and 
steamfitter. In those days the 
“modern plumber” had to be 
a combination plumber and 
steamfitter in order to carry 
on a business of this nature 
Three 
later Mr. Newey, confident in 
his skill as a_ steamfitter, 
joined a partnership with J. 
F. Bartholomew, and _ con- 
ducted under the 
firm name of Newey & Bar- 
Eight years of successful contracting followed. 
In 1907 he became a salesman for the United States 
Heater Co., in southern Ohio and West Virginia. In 
1913 he was a representative of the International Heater 
Co., and occupied the same territory until February 15 
of this year. Mr. Newey has thus had a wide experience 
in the heating field. 


successfully. years 





business 


George W. Newey 


tholomew. 


4 HARVEY'S SONS EMPLOYES’ ACTIVITIES 

A largely attended minstrel show and St. Patrick's 
party was given by the athletic association of the A. 
Harvey’s Sons Mfg. Co., of Detroit, Mich., on Monday 
evening, March 16. The entertainment was held in the 
Ed Thomas directed the production and 
the cast was exceptionally well trained. After the show 
was over the office was cleared for dancing. The asso- 
ciation holds regular parties once a month, and they are 


general offices. 


always very well attended. The next affair will be a “hard 
party in April. The annual House Bowling Ban- 
This 
is an affair that is always anticipated much and enjoyed 


time”’ 
quet and theatre party was held Friday, March 27. 


more, which was decidedly the case this year. 
The'annual election of officers of the A. Harvey’s Sons’ 
Athletic Association will be held in May. The present 
officers are: President, H. J. 
Geo. Hebert; second vice-president, Clara Krueger; treas- 
urer, Frank Roeglin; assistant treasurer, Hugh Murtha, 
and secretary, Wm. Briggs. 
Nine of the salesmen of the Harvey company have 


Harvey; vice-president, 


joined the Detroit Association of Plumbing and Heating 
Salesmen to date. 
NEW YORK JOBBER’S OFFICIAL FAMILY 
ENJOYS DANCE 

The grand ball room of the Concourse Plaza Hotel, 
New York City, was the scene of a highly successful 
entertainment and dance given by the Employes’ Mutual 
Welfare Association of the United Plumbers Supply Co., 
149th and Exterior streets, New York City, in celebration 
of its first anniversary, on Monday evening, March 16. 
The affair was attended by a large number of members 
and guests of the organization, and was of particular 
interest, inasmuch as it marked not only the second birth- 
day of the Employes’ Mutual Welfare Association, but 
commemorated also the sixteenth anniversary of the 
organization of the United Plumbers Supply Co. itself. 
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N THE Armstrong Pipe Threading and 

Cutting off Machine you have the assur- 
ance of the same high quality enjoyed for 
many years in the complete line of Arm- 
strong hand tools. 


Gearing enclosed in a chip proof chamber—chips cannot come in con- 
tact: with gears. 


Made in two types—portable from 14 to 4 inches; stationary from 
1 to 6 inches. Up to 4 inches same dependable Armstrong dies are 
used as have been used for 
years in Armstrong hand 
stocks. Stationary machinesare 
supplied with 4 double ended 
bits with a different size on 
each end. 


The Armstrong Mfg. Co. 


284 Knowlton Street 
Bridgeport: -: Conn. 


Mention Domestic ENGingeertnG when writing advertisers. 


Our 


») 


Catalog 
ie 
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Fittin’s that 


You know how some fittin’s 
act—the balky, sulky critters. 
Put up a stiff, stubborn 
struggle when you want a 
quick connection. Cause your 
workmen to fuss and fret 
—and waste precious min- 
utes—and resort to the 

use of violent language. 





Square “Gees” are 


Quick Figuring 
The Grabler Catalog 
givesyou sizes,weights 
and cost of fittin’s in 
jiffy quick time. Saves 
time. Prevents errors. 
New 1925 edition now 
ready. Send for your 
copy.today. It’s free. 


SQUARE 
Malleablelron 


Mention Domest! 





ENGINEERING 






NG when writing advertisers. 

















obey orders 


dutiful, obedient fittin’s. They 
come easy and fit tight the 
first time-— without coaxing, 
without undue persuasion— 
without raising fussorrumpus. 
Square “Gees” save workmen’s 
time, earn money for you. The 
Square “Gee” mark is our pledge— 
your protection of honest materials 
and careful finishing. 


THE GRABLER MANUFACTURING CO., Cleveland, Ohio 












“GEE” 


March 28, 192 
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The program, which was furnished by professionals, was 
broadcasted through Station WFBH, Concourse Plaza 
Hotel 161st street and Grand Concourse, New York, and 
included many high class artists. A good orchestra fur- 
nished an entertaining dance program. After the vaudeville, 
a short resume of the activities of the United Plumbers 
Supply Co. was broadcasted by Britt Cohn, chairman of 
the entertainment committee, who told of the early be- 
ginnings of the company in 1909. 

The officers of the company are: E. A. London, presi- 
dent; Wallace S. Hunter, vice-president, in charge of 
heating sales; Chas. Weisbart, treasurer, and Perry S. 
Marksville, secretary, in charge of plumbing sales. 


CENTRAL TRADES GOLF ASSOCIATION ANNUAL 
DINNER 

The Central Trades Golf Association held its first annual 
dinner at the Pittsburgh Athletic Club, Pittsburgh, Pa., 
Monday evening, March 16.  Six-thirty found the mem- 
bers at the festive board and all anxious to get plans 
made for the coming golf season. Therefore, little time 
was spent in putting food away. Harry J. Harte opened 
the meeting. 

As it was the first gathering since its inception, a set 
of by-laws was drawn up and adopted. The election of 
officers was thereupon held with the following results: 
President, Harry J. Harte, of Speakman Co., Wilmington, 
Del.; vice-president, Joseph White, Anchor Sanitary Co., 
Pittsburgh, Pa.; secretary-treasurer, R. Payne Wettstein, 
“Domestic Engineering;’’ and handicapper, Robt. Otke, 
Standard Sanitary Mfg. Co. The membership committee 
was elective and consists of J. Flynn Kirkpatrick, of 
Wm. B. Scaife & Sons Co., and John Meclivaine, of the 
Thos. Maddock’s Sons Co. 

A number of new members were voted on and M. J. 
Czarniecki, of the A. M. Byers Co., was officially welcomed 
Mr. Czarniecki was formerly in the New York office of 
the above company and was recently transferred to the 
Pittsburgh office. 

It was decided that a large loving cup be purchased 
and played for at each meet, a member having to win 
same three times before owning same. Arrangements 
will be made to tee off for the first meet the latter part 
of April and members of other associations will be wel- 
comed. The organization looks forward to a splendid 
season. The association also voted to have several mem- 
bers represent it in the tourney at the National Con- 
vention. 

A. C. Brown, president of the Chicago Faucet Co. and 
a member of the Western Trade Golf Association, was 
a guest at the meeting. 


Personal Mention 


J. B. Murphy, vice-president of Kohler Co., Kohler, 
Wis., in charge of the Chicago office in the McCormick 
building in this city, is back at his desk after a pro- 
tracted siege of eye trouble. «Mr. Murphy’s numerous 
friends will be glad to hear that he is feeling quite fit 
again, 

Wim. Devine, manager of the Chicago district of Thos. 
Maddock’s Sons Co., Trenton, N. J., is making a two 
weeks’ trip to various jobbing centers of the Central 
West. 

Cc. C. Todd, who represents Anniston Soil Pipe Co., 
Anniston, Ala., and Hoffmann & Billings Mfg. Co., Mil- 
waukee, Wis., has been away from his office at 332 South 
Michigan avenue, Chicago, for a number of days on ac- 
count of illness. 
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_ To satisfy yourself | 
—and your customers 


oy 





Always marked with the” Diamond" 


enkins \alves 


Good valves are essential to the 
success of every plumbing, heating, 
and piping system. Plumbing and 
heating contractors, to satisfy them 
selves and their customers, make 
sure to use valves marked with the 
Jenkins ‘‘Diamond.”’ 


This mark, which appears on every 
genuine Jenkins Valve, signifies a 
valve that holds its own against the 
severe strains of piping expansion 
or contraction, and lifting or settling. 


There are genuine Jenkins Valves 
for practically every plumbing and 
heating purpose. Be sure that 
they're used. 


JENKINS BROS. 


| 

80 White Street New York, N. Y | 

524 Atlantic Avenue Boston, Mass | 

133 No. Seventh Street Philadelphia, Pa 

646 Washington Boulevard Chicago, Ill 
JENKINS BROS., LIMITED 

Montreal, Canada London, England 





SINCE 1864 











—— fi 


More 
More 
More 
More 
More 
More 
More 
More 








Efficient 
Economical 
Reliable 
Durable 


Compact 


Powerful 
Accessible 
Salable 


IMPROVED 


New Model ‘‘R’’ 


Automatic 


CELLAR DRAINER 


Another Way to Sell 
Cellar Drainers — 


Every time you are asked to estimate 
on a new plumbing job, add the 
following paragraph 


I recommend the installation of a 
PENBERTHY AUTOMATIC 
CELLAR DRAINER. This device 
will insure you against the annoyance 
and expense of a flooded basement 
It takes up but little space, uses the 
regular city water pressure for power 
and requires no attention or mainte 
nance. The price for the proper size 
for your eee installed complete, 
is 


You'll be surprised at the extra busi 
ness you can create by this simple 
method 


Your jobber can supply you 


Penberthy Injector Co. 
Established 1866 
1244 Holden Ave., Detroit, Mich. 


Canadian Plant, Windsor, Ont 


al — 
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American Brass Goods 
THE MOST COMPLETE LINE ON THE MARKET 
Also The Best For Your Money 


Tubular Goods 
Compression Work 
Quick Compression Work 
Fuller Work 
Shampoo Fixtures 
Concealed Fixtures 
Over-Rim Fillers 
Sink Fixtures 








No. 2300 Take up with us regarding 
your requirements 





No. 2386 





No. 64 


‘ 








We sell jobbers only NY 
AMERICAN SANITARY MFG. CO. 


ABINGDON, ILLINOIS 





—<- — 





‘*Complete Line Brass Manufacturers”’ 
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Wm. M. Thompson, newly named general sales mana 
ger of J. B. Wise, Inc., Watertown, N. Y at the 
company’s factory last week Mr. Thompson, has 
been Western sales manager with the Lytton 
building, Chicago, will shortly to 
take up his new duties. 


was 
who 

offices 
Watertown 


in 


leave for 


Harry Teichen, auditor of the Chicago Faucet Co., 
arrived in New York on Tuesday, March 17, for a short 
business visit. 

Robert F. Law and Lee Turner have been appointed 
sales representatives for the New York branch of the 
A. M. Byers Co., Pittsburgh, Pa. Mr. Turner was for- 
merly with Turner & Van Scope, master plumbers of 
Wilkes-Barre, Pa. Mr. Law and Mr. Turner are now 
taking the training course at the company’s mills. 

Allan M. Cullum has been 


appointed sales representative 
in New York State and East- 
ern Pennsylvania for the 
Reading Iron Company, of 
Reading, Pa. Mr. Cullum 
studied. at Yale Scientific 
School and upon leaving that 
institution the 
pany’s mills to acquire 
knowledge the 
turing processes there. 


entered com- 
a 


of manufac- 





Walter C. Smith, of the 

National Pipe & Foundry 

Company, Attalla, Ala., has 

just returned from a trip to 

Allan 3. Catlem the Pacific Coast where he 
called on the supply trade 

Fred F. Bulkeley, manufacturers’ representative of 


Cleveland, Ohio, recently underwent an operation for the 
removal of his tonsils. His friend, Jas. F. Redman, of 
Detroit, who visited him last week, reports that he will 
no doubt soon be able to give his business 100 per cent 
attention. 

R. E. Moore, sales representative for Excelso Specialty 
Works, Buffalo, N. Y., has recently moved to Chicago, 
and will represent the company in the mid-western states. 

Thomas G. Breen, Jr., formerly with the Boston office 
of the Brown-Wales Co., has become connected with the 
Lewiston (Me.) office of that company. He will act as 
sales representative. J. G. Fowler manager of the 
Lewiston office. 

Miss Mabelle E. Smale, chief estimator of Fleck 
Co., Philadelphia, is recovering from a serious operation. 
Her many friends will be glad to know that she is mak- 


is 


Bros. 


ing satisfactory progress and will soon be back at her 
desk. 
John G. Fleck, vice-president and general manager of 


Fleck Bros. Co., Philadelphia, has just returned from a 
vacation spent at Camden, S. C. Thirty-six holes of golf 
a day were his ‘‘daily dozen.”’ 

Henry Burr, S. P. Hackley, manager of 
plumbing sales of Bridgeport Brass Co., Bridgeport, Conn., 
Kansas with the 
that territory. 
Chicago office 
Brass Co., 
March 


assistant to 
a trip through Missouri and 
trade conditions in 
of the 
Bridgeport 
on 


is making 
view of surveying 


R. M. the 


in 
Bridge- 
29, for a 


Huber, manager 
Wrigley building, of the 
port, Conn., leaves for Bridgeport 
week’s visit at the factory. 

Sewell J. Hobbs will cover the middle western states, 
out of the Chicago office, for the Bridgeport 
Bridgeport, Conn. 


Brass Co., 
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Thoroughly dependable 
because one hundred 


per cent right 


Sold by recognized 
jobbers from coast 
to coast 


Wood Tanks 
and Seats 


Van Arnam Mfs. Co. Fort Wayne, Ind. 





The Easiest Way 


When you need to remove a 
defective length of pipe or cracked 
fitting, or connect up new fixtures 
to an old line, the easiest and best 
method is to use the 


SISSON 


Insertable Joint 
Not necessary to disturb pipe 
above or below. No danger of 
cracked joints. 
Write for Catalog telling all about it. 
R. ESTABROOK’S SONS 


Ist and C Streets, South Boston, Mass. 


- 2. 


“L481 S 190 
J34Niiva 

















Easier to Adjust 


The Eagle Roof Flange is made 
of pure drawn lead. No blow 
holes are possible because of the 
material and methods used in its 
making. It isthe heaviest roof 
flange offered on the market, eas- 
ily adjusted to all pitches of roof, 
and passes all city ordinances. 
A card will bring you the Eagle 
Lead and Mixed Metal Catalog 
The EAGLE-PICHER 
LEAD COMPANY 
Cincinnati + Chicago + Joplin 


Eleven Piants 
branches in all principal cities 





EAGLE ROOF FLANGE 








A Traveling Inspector Checks Each Operator 
without Previous Notice at the Plant of the 





| Duro Pump & Mfg. Co. 





Dayton, Ohio 
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BRASS Pipe 

BUSINESS 


| 
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‘We help you sell | 
Anaconda Brass Fipe | 


Frequent calls on Architects and 
Building Contractors and extensive 
advertising in leading national maga- 
Zines are but part of what is being 


done to help you sell Anaconda Brass 
Pipe. 


We have prepared for your own use 

a series of distinctive booklets and 

folders, attractive window posters and 

arge fibre job signs. Use these free 

sales helps to let your customers know 

that you install the best known and i = 

highest quality brass pipe on the mar- Tear cut iv yas ai asd et ve 
ket and many profitable jobs will with your name and address. Return 


mail will bring you a complete sample 
come your way. set. Then tell us the quantity you need. 


THE AMERICAN BRASS COMPANY 


GENERAL OFFICES: WATERBURY, CONNECTICUT 


New, York, Chicago, Boston Mills and Factories: 


Philadelphia, Providence, Pinsburgh AnaconpA Ansonia,Conn., —‘ Torrington, Conn. 
Cleveland, Detroit, Cincinnati Waterbury, Coss. Buffalo, N. Y. 
St. Louis, New Orleans, San Francisco PS aaa Hastings-on-Hudson, N. Y., Kenosha, Wis. 


In Canada: ANACONDA AMERICAN BRASS LIMITED, NEW TORONTO, ONTARIO 
World's largest manufacturers of Copper, Brass, Bronze and Nickel Silver 
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CHICAGO 


March business for manufacturers of plumbing and 
heating commodities will be represented by a decided 
dip in the demand line. Jobbers appear to be well stocked 
and the movement into consumption has not been suffi 
cient to make serious inroads on their holdings Thus, 
new buying has been falling off to the point that it is 
now the universal opinion among makers that such a 
movement must get definitely under way before replace 
ment requirements will begin to be reflected on their 
order books. Many manufacturers still have sufficient 
business booked to provide for present production opera 
tions, but the need for new buying is imminent if those 
operations are to be continued uninterruptedly 

Appearances are, however, that such a need will be 
answered, for March business for jobbers and master 
plumbers will be represented by the turning up of the 
demand line. The last couple of weeks have brought 
weather that has permitted the starting of many build 
ing operations. A day or two of rain and snow have 
interrupted this work but the season for building has 


undoubtedly started 
volume of work. 
The feeling of 
and a day or two 
ting on hands preparatory to digging in 


All jobbers are quoting on a large 
The shipments of increasing 
all 


10W is merely time necessary for spit 


many are 


daily. is that their business is here, 


Such conditions are true now in most lines of industry 


Makers are feeling a decided contraction of buying, which, 


many point out, is the natural lull after the storm of 
buying that set in after the presidential election; and 
retailers are beginning to use the stocks that whole- 


salers have been carrying in anticipation of their needs. 
In the market, 
production. the 
show signs raining 
too, that of pig iron 
ter are in many cases sufficient 
the second. 


steel indications are for curtailment in 


Chicago mills 
It 


for 


For first time in months, 


of on commitments. develops, 


tonnages purchased first quar 


to cover needs well into 


The demand for secondary products in these 


markets has been dormant for so long that production 


capacities could not be maintained. 


But now the retailer's sun is beginning to rise. Build 
ing lumber is moving in good volume from the yards. 
Contractors are calling for deliveries on orders for all 
common items. Form lumber is in active demand for 
concrete work. Lime and plaster goods are in good de 
mand. Common and face brick are active. Out-of-doors 


work is started. 
Soil Pipe 
There the 
plumber, and wholesalers generally report improved busi 
in the Little this 
yet reflected back to the manufacturer, for jobbers’ 


is an expansion of demand from master 


ness last few days. of business is as 


stocks 
considerable movement before sizable 
replenishing will be necessary. 
sufficient to 


some time. Soil pipe prices are weak in the face of the 


can stand a any 


Makers, in the meantime, 


have business provide for operations for 


Ni 


un 


of- 
under 


lull buying, and new business 


being 


prolonged in new any 


fered is accepted fairly generally at prices 


the sheet level 

Steel Pipe 
yet stocks 
little 


most 


Building has not reduced jobbers’ 
the 
new 
of 


not 


activity 
are’ receiving 
to 
while 


to replacement point, and milis 


Fill-in 
this 


business orders continue constitute 


and these, steady, do 
volume. Mill 
at that 


unchanged 


the demand week, 


run into much deliveries are reason- 


ably prompt, with stocks source accumulating. 


Prices remain firm and 


Wrought Tron Pipe 
their wrought iron pipe needs 
enough to keep their stocks at 
at 


Prices of this commodity are 


Jobbers are meeting 


by ordering ahead just a 


fair, working level Stocks mills are quite adequate, 


and deliveries are prompt 
firm and unchanged 


Enameled Ware 


Enameled ware makers are feeling the lull in buying 
a little later than most manufacturers of plumbing and 
heating supplies, but in the last week there was a notice- 
able shrinkage in the demand from the jobber. Back 
orders, in many instances, are practically caught up; and, 
while jobbers do not hesitate to commit themselves for 
future needs, the present movement from factory stocks 
is lighter than it has been for some time Deliveries 
are improving, many makers being able to give fairly 
prompt service Demand from the master plumber is 
showing a gradual improvement Prices are firm and un- 
changed 

Pottery 

Chicago jobbers are well supplied with staples, both 
in stock and in orders placed ahead, and new buying to 
the manufacturer continues dull this week There is a 
good deal of business on architects’ boards and there is 
no lack of optimism for the future Needs are simply 
not imperative now, and the jobber is moving cautiously. 
Master plumbers are committing themselves freely for 


future needs, but present activities are not yet far enough 


along to cause a heavy movement this week Prices have 


not changed 


Range Boilers 


Demand for range boilers continues quiet. Jobbers’ 


represented in their complete stocks, in 


fac- 


needs are amply 
their specifications ahead on old orders, or in local 


tory warehouses for quick pick-ups. Factory deliveries 
can be made promptly. Prices are unchanged 
Plumbers’ Brass Goods 

While it does not run into any volume to speak of, 
there is a steady amount of fill-in business being placed 
with manufacturers, and, with most jobbers covered for 
their requirements for the first half of the year, such 
fill-in business is keeping their stocks at an adequate 
level. Deliveries on specifications are running two to 
three weeks behind in many cases. Prices of both tubu- 
lar and cast brass goods are holding fairly steady. 


4 cent per pound last week. 


2 


Brass pipe prices dropped 








DOMESTIC 


Boilers and Radiators 

Heating are calling for 

ume of material for present needs, but are covering them- 

selves for future that aggre- 

gate future runs good volume Makers’ 

stocks are complete, and deliveries can be made promptly. 
Prices are unchanged 


contractors only a small vol- 


requirements to an extent 


business into 


Price Changes Recently Announced 
A large manufacturer of air valves has issued a revised 
effective March 25 


price list and trade discount sheet, 


PHILADELPHIA 


the 
conflicting. 
increased 


Reports on business conditions for week in 


the Philadelphia market 
of some 


past 
are Manufacturers 


commodities report business during 
the week, while others have felt a slackening in demand. 

Considerable figuring is being done, both by manufac- 
turers and that a 


Price 


jobbers, and it is of course expected 


reasonable percentage of this will become orders 


cutting is so prevalent, however, that contractors defer 
placing their business as long as possible 
Soil Pipe 
No merease in demand has been felt during the week 
Prices are unchanged Deliveries range from fair to 
slightly slow. 
Stecl Pipe 
A slight drop in demand is reported since last week. 
Prices remain unchanged Deliveries are good 
Wrought Iron Pipe 
Demand for wrought iron pipe continues to decline. 


Due to dearth of demand, stocks are piling up, and ship- 
ments on all sizes are prompt. Mill prices are unchanged. 
Enameled Ware 

Increased requirements have resulted in more orders 
this week, and manufacturers booking considerable 
business for prompt delivery. Manufacturers’ prices are 
very firm. Shipments are satisfactorily prompt. 


are 


Pottery 
Demand has improved this week. Jobbers are replen- 
ishing stocks which for some time have been incomplete. 
Most potteries are able to make fairly prompt deliveries, 


although one manufacturer reports inability to do this 
on all items. 
Range Boilers 
There has been no change in this commodity, and 
demand continues light Prices remain the same. Ship- 
ments are prompt. 
Plumbers’ Brass Goods 
A light demand continues. Prices of both tubular and 
cast brass goods are. still uncertain. Deliveries are 
prompt. 
Boilers and Radiators 
Manufacturers report a satisfactory demand for most 
items. Prices are unchanged. Prompt deliveries are 


customary, although there are exceptions. 


NEW YORK 


With the exception of a few lines, manufacturers re- 
port a quiet market. Most makers seem to be “marking 
time,’ awaiting an acceleration in demand which is gen- 
erally felt to be not far off. Second quarter buying 
should soon begin, and continued building operations are 
now depleting jobbers’ stocks, making early replacements 
imperative. 

Price cutting by wholesalers is still common in the 
local market, and contractors are chary of placing orders 
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Mari h 28 19 


last 


moment 


for their requirements until the possible 
since every mail may bring a revised quotation. 
Soil Pipe 
continues quiet, as 
prices are unchanged. Most 
make fair deliveries on most sizes. 
Steel Pipe 
No change has taken place in this commodity, and th: 
last still continues. 
Shipments are prompt. 
Wrought Iron Pipe 
fallen off during the 
and unchanged. Prompt 


Foundry 
ability ti 


last reported. 


report 


Demand 
makers 


light demand reported Prices are 


unchanged 


week. Mil! 
shipments ar: 


Demand has past 


prices are firm 
usual 
Enameled Ware 

for enameled ware being received in 
satisfactory this commodity 
pares favorably with the same period for last year, and 
Manufacturers’ 
Prompt shipments appl» 


Orders are very 


volume. Business in com 
shows a decided increase over last month. 
prices are firm and unchanged. 
on most items. 
Pottery 

Manufacturers report a fair and steady demand for all 
items. Prices are unchanged. Shipments are ordinarily 
reasonably prompt, although one maker reports inability 
to keep up with demand on various items. 

Range Boilers 

for this commodity remains fair in 
lying Manufacturers’ prices show no 


Shipments are satisfactorily prompt. 


the 
change 


Demand out 


districts. 


Plumbers’ Brass Goods 
Brass goods of all description are in very poor demand, 
and manufacturers seem to be at a loss as to just when 
requirements will materialize into orders. Tubular goods, 
while makers’ prices are unchanged, show a rising ten- 
dency. Considerable price cutting in cast brass is evi- 
denced by both manufacturers and jobbers. Shipments 
are good. 
Boilers and Radiators 
Manufacturers are enjoying increased business, and a 
very satisfactory volume is reported. Prices are firm 
and unchanged. Prompt deliveries are customary on most 
items. 


- NEW ENGLAND 


Because of the uncertainty as to whether or not the 
threatened journeymen’s strike will take place, there has 
been a marked slowing up of new buying and a strenu- 
ous scramble by jobbers for what business is in sight. 
Reports of extremely low prices for material figured on 
large jobs are common and it appears that unless con 
change for the better in the 
immediate future there will be a repetition of last year’s 


ditions along these lines 


business without profit. Many large projects that were 
about to be placed are held up temporarily, and most 
of the trade report business as slow at present, due 


almost entirely to the uncertainty of the price at which 
labor is to be figured. 

Jobbing fair and new work that 
had already been contracted for is being carried through 
to completion. A fair amount of material is being used 
in this work which has drawn out of jobbers’ stocks 
enough material to cause some releases to be sent to 
the manufacturers for replacing goods, but the volum¢ 
that was expected is not coming through. 

Jobbers are keeping stocks well built and assorted in 
the belief that the wage question will be settled without! 
resort to a strike and that when this matter is out o 
the way there will be great activity and demand for a! 


business continues 














March 28, 1925 DOMESTIC ENGINEERING 








Tapping Wessels Welded 


Range Boilers 


Every plumber who has been “— against the proposition of trying to 


connect a range boiler in which the threads were not true, or were too tight, 
or too loose, or too shallow—will appreciate the care given to these impor- 
tant details in the manufacture of Wessels Range Boilers. 


In the first place—the spuds, which are WELDED to the boiler—have 
eight full accurately cut threads, instead of the usual five or six. They 
are reamed to proper size and then threaded on a machine that threads but 
one hole at a time—thus assuring perfect workmanship. 

During this process the boiler is securely clamped in a form which makes it impossible for 
the threaded hole to be anything but straight and true. This means that your men will lose ro 
time in making connections. The pipes will fit at the proper angle to line up with the rest of the 
plumbing. 

Wessels Range Boilers are tapped to conform with the new standard--two openings on the 
side—one six inches from the top and the other six inches from the bottom. 


Ask your jobber for Wessels Welded Range 
Boilers and insist on getting them. 


UD.D.WESSELS & SONS LG. 
DETROIT. MICHIGAN 


BRANCH FACTORIES 
CLEVELAND. OHIO KANSAS CITY. KAN. WALKERVILLE, ONT. 
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HEGGIE-SIMPLEX 


| FORMERLY SIMPLEX | 


ELECTRIC-WELDED STEEL BOILERS 
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Mayfield Country Club, Cleveland, O., 
Heated by one No. 104 Heggie-Simplex 
Hot Water Heating Boiler 














Easily installed—and in small space 


‘THE Heggie-Simplex is made in a single unit from 
electrically welded steel plate. It is easy to handle 
during installation. No sections'to be connected, no 
bricking, and only a minimum of fitting. 


This boiler shows from 25% to 40% saving of fuel, any fuel. It is 
particularly efficient with oil. And a Heggie-Simplex is as compact 
as it is efficient. Needs only 1/2 to 2/3 the usual floor space. 


Furnished in a complete, close-intervalled series of capacities from 
which you can easily pick the right size for any job. 


Write for detailed information and the experience of Heggie-Simplex users 


HEGGIE-SIMPLEX BOILER CO., JOLIET, ILL. 


CHICAGO SHOW ROOMS: 2436 WEST FIFTEENTH STREET 


Representatives in 
Joliet, Ill. Kansas City, Mo. 
Mi li 


Representatives in 
Baltimore Charlotte, N.C, 
























~jeeee eemeean ELECTRIC -WELDED Memphi P 
ae a sia New York Oklahoma City Omaha 
Oi 


Pittsburgh St. Louis 


HEGGIE-SIMPLEX 


STEEL BOILERS 
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items relating to the business. Manufacturers apparently 


are not disturbed, since they feel that should there be a 
strike locally it will enable them to give better service 
to other sections of the country at present busy and de 


manding releases of goods on order. At present a policy 


of “watchful waiting’ is being maintained by jobbers 
and master plumbers with the hope that settlement of 
the labor question will take place before the end of the 
month and that activity will be resumed at the point 
where it stopped about two weeks ago 
Soil Pipe 
Manufacturers’ prices are unchanged. Jobbers’ prices 


show some variation at present, 
orders during the lull. 


due to anxiety to secure 


Jobbers’ stocks are in good shape 


to take care of demand and orders entered with the 
foundries will apparently take care of their estimated 
requirements for about three more months Many job- 


bers have orders on file for a large quantity of this com 
modity which will be released as soon as the 


tion is settled. 


labor situa- 
Steel Pipe 

No price change. A fair tonnage is 

jobbers’ stocks are in good shape the 

when it does arrive. Mills good 

ness ahead on the books and are awaiting releases against 

orders, when shipment 


being moved and 


to care for demand 


are said to have busi 


can be made at once 


Wrought Tron Pipe 


No change in prices. Demand is light with stocks in 
hands of jobbers ample to take care of all business 
promptly. Mills are well supplied with stocks and 


releasing all orders as soon as received 
Enameled Ware 


Prices remain firm and unchanged Jobbers’ stocks 
are well balanced and in good quantity Jobbers are 
not buying heavily, as new business was placed some 
time ago and releases against this business are. still 
being made. Master plumbers have as yet made few 
requests for delivery of goods on order. 

Plumbers’ Brass Goods 

Prices as a whole are unchanged and show strength 
Some changes are being constantly heard of, most of 
which are in an upward direction. Jobbers’ stocks are 
well filled and they are covered against their require 
ments for a few months ahead. Demand from the mas- 


ter plumber holds under existing conditions 
Manufacturers are with the volume of 
on their books and are still at capacity. 

Prices of brass pipe declined ™% ce per 


cent 
week. 


up well 
satisfied business 
working 
pound last 
Pottery 
manufacturer 
Jobbers’ 


Prices of both 
be steady. stocks are well filled at 
demand on them rather slow. 
ness entered for three 
are receiving some business 
are fairly prompt on staple items. 

Range Boilers 


and jobber said to 


present 
Manufacturers have 


are 
with 
busi- 


about or four months ahead and 


new constantly. 


There is a steady demand for small lots on the jobber 
whose stocks are well assorted and ample. Prices re- 
main unchanged by both manufacturer and jobber. Mak- 


ers of this commodity have good stocks on hand and all 
orders entered can be cared for promptly. 
Boilers and Radiators 

Demand on the jobber and in turn on the 
is slow. Stocks in hands of 
are from fair to heavy in anticipation 
is expected in a few weeks. unchanged, 

Price Changes Recently Announced 

A large manufacturer of air valves has issued a revised 

price list and trade discount sheet, effective March 25. 


manufacturer 
manufacturer and 
of business which 
Prices are 
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Automatic Gas Water Heater 


A “cheap’’ water heater 
tacked on at the end of a 
nice plumbing contract is 
like a tin can tied to a 
dog’s tail. That’s what 
makes ‘em howl. 


Humphrey Company 
(Div. Ruud Mfg. Co.) 
Kalamazoo ~ Michigan 





Type soa’ 








MYERS CYLINDERS 


Brass, Brass Lined and Polished 
Cylinders with patent non-cor- 
rosive glass valve seat or perfect 
brass seat, patent drop valves and 
single or double leather plungers 
in all standard sizes and for every 
service. Heavy duty brass and 
brass lined cylinders with ball, 
spool or poppet valves for power 
use. A standardized, high class 
line sold and used by drillers, pump 
men and dealers. MC24 Catalog 
shows all styles. Write for a copy 


The F. E. MYERS & BRO. CO. 
Ashland, Ohio 




















Closet Tank fittings are not the 
cheapest and are used by Manufac- 
turers who want the best. 


LOOK IN THE TANK 


Balicocks, Flush Valves, Hinges, Flush 
Levers, Etc. 


Morency-Van Buren Mfg. Co. 


Sturgis - - Michigan 


SS 














As good as Speakman Showers — 


The new Speakman Swing- Nozzle 
Sink Fixture 


SPEAKMAN COMPANY 


DEI 


@ 
WILMINGTOD 


SPEAKMAN SHOWERS 
and FIXTURES 


AWARI 
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Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or class of 
service. 
or after flushing. C}) 

Write for catalog. 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 














EN ABLES radiators to be hung, all con- 


nections made, system tested and ra- 
diators bronzed before floors are laid a 
big saving. 


Write for ALL the advantages 


HEALY-RUFF CO. 


0 Hampden Ave. 


ST. PAUL. MINN 


Style R 


O'9:07)1O)O).OD.0)): @>)s 











one 


S 6wendertally Simple and 
Efficient! 


—the New Model 77 
8 Day, 7 Jewel Clock 





@>): 


A 


All the simplicity of the 1-Day Thermostat with the 
advantages of the 8-Day. Greatly improved—and 
lower priced. Write us today. 


INNEAPOLIS 


Heat REGULATOR Co. 


& Established 1885 


‘ 2801 Fourth Ave., So. 


©)! )i\@>Di@>Die> Ore e 
KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 
Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 






\) 
aS, 


Di 


Minneapolis, Minn. 
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>ACIFIC COAS 
PACIFIC OAST 

The past week bore out previous indications of con- 
tinued activities in the plumbing and heating field. The 
trade generally is optimistic and, to a certain extent, 


reflecting this optimism in their purchases. 


Jobbers’ prices to the trade, particularly in California, 


are still unsettled. In other Coast centers they are firm 
Soil Pipe 

The demand for this commodity is good. Jobbers’ 

stocks, in most instances, are being kept at a maximum. 


Jobbers’ trade remain unchanged. 


Steel Pipe 


prices to the 


The demand for steel pipe is steady and, taken as a 
whole, is in good volume Jobbers’ prices to the trade 
vary 

Enameled Ware 

The demand for this product is steady and in fair 
volume Distributors’ stocks are in fair shape, and fac- 
tory shipments, as a rule, are prompt. Jobbers’ prices 
to the trade vary in the various jobbing centers. 

Pottery 
Sales of this commodity continue in good volume. 


Coast potteries report that a fair amount of new business is 


being received. Jobbers’ prices vary. 

Range Boilers 
demand for range boilers continues in fair volume. 
are in good and factory ship- 


being received promptly. Jobbers’ prices vary. 


The 
fobbers’ stocks condition 
ments are 
Brass Goods 
continue 
in good 
Jobbers’ prices vary 
and quality of material purchased. 


Plumbers’ 
in good volume. 
shape and ample 


according 


Sales of this commodity 
Most 
for 


to quantity 


distributors’ stocks are 


present requirements. 


Boilers and Radiators 


Heating contractors generally are busy and sales of 





boilers and radiators are good The general outlook for 
business in this line is very favorable. 
The Metal Market 
Mar Average Average Average 
24 Feb., 1925 Dec., 1924 1923 
PIG LRON- 
No. 2 Foundry, Chicago 
furnace =a $24.00 $24.00 $22.25 $28.72 
PLATES AND SHEETS 
Steel boiler plates, Pitts 
burgh, per Ib mr Teer 190 »18e 
Klue innealed sheets 
Pittsburgh, per Ib 60 2.7 i 2.6712c 2.500 
Black sheets, Pittsburgh, 
per Ib 5.40% 3.09C ¥.v0C 
(jal aniautchente Pitts 
burgh, per Ib 4.60 ATT Me A.G2 Me 4.320 
TIN 
Straits tin 53.75¢e 42.71¢ 
COPPER 
Prime Lake, f. 0. b. re- 
finery . 14 %c 14.9% 
Electro, delivered 14.20¢c 14.61e 
LEAD 
Chicago 8.75¢ 7.35¢ 
The Old Metal Market 
Dealers’ Buying Prices 
Per Ib Per Ib 
Aluminum clippings....16 ec Copper, light ..... 9 «¢ 
DE GEN. civneveevennk 35 6¢ Copper, uncrucibled 
Brass, light .+- 6%e Se sidotcesassccsacee. 6 
Brass, heavy mixed.. 6.85 Faucets and valves 7.85 
Brass, red ... eT a Lead, heavy ....... 5c 
Copper, crucible ......11 e¢ Solder joints .......... 6%e 
NOTE: Prices are those quoted on Tuesday of this week. 
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Giving the Lake Shore “Drive Hotel 


Controlled Service Hot Water on Exghteen Vast Floors 


VERYONE connected with heating will 

be interested in learning how Sylphen 

Temperature Regulators met the problem 
of controllcd service hot water for 18 vast floors 
of the Lake Shore Drive Hotel in Chicago 


Three hot-water heaters were used, and con- 
trol obtained by installing a standard No. 930 
Sylphon Temperature Regulator on each as 
shown. One heater takes care of the water for 
the basement and first floor; another from the 
first floor to the ninth floors; the third from the 
ninth to the eighteenth. The heaters use exhaust 
steam from the ice machine to heat the water in 
summer, and exhaust and make-up on the heat- 
ing svstem 1n winter. 


Hotel's Chief Engineer says this of these 
Regulators 


“They have always kept the water at a vers 
even temperature and have functioned properls 


at all times.” 


Self-contained, Syphon Regulators have but 


three active control elements 


—a thermostatic bulb, flexible tubing, and the 
Sylphon bellows used as the expansion member. 
All three are filled with a highly volatile liquid. 
The bulb is installed in the tank, valve in steam 
linc. The slightest fall in temperature of the 
water immediately registers on the volatile 
liquid in bulb, tube and bellows, causing the 
latter to open the valve and admit sufficient 
steam to keep the water at the wanted tempera- 
ture. 

Thus no auxiliary valves, air lines, electric 
currents, water lines or drips are needed to 


operate the Regulator. 


THE FULTON COMPANY KNOXVILLE, TENN. 





A life-time of control 
guaranteed by the 
Syl phon bellows aA 
Sviphon Temperature 
Regulators are really built 


around the marvelous, 
seamless Sylphon_ bel- 


lows. Drawn from a flat 
sheet of metal, wethout 
soldered seams, and used 


as the expansion member, 
1¢ guarantees a life-time 
control of this job. The 
diagrammatic cut grapt 
ically illustrates its ex 
treme flexibility. 











UY 





Engineering Service 


We invite every- 
one cor nected with 
heating to an open 
use of this nation- 
wide Sylphon engin 
cering service, where 
thev may draw on our 

vears of gainful 
experience in tempera 








turecontrol problems 

As a first step get 

Bulletin KTR-105 
perature Regulator, lever type 


a standard instrument and the 
one used inthe Lake Shore Drive 


Hotel Installation. 


ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 


Sales offices in: New York, Cuicaco, Detroit, Boston, Puirapecputia, and all the principal cities in U. S. 
European representatives: Crosby Valve & Engineering Co., Ltd., 41-42 Foley Street, London, W.1., England 
Canadian representatives: Darling Bros., 


Ltd., 120 Prince Street, Montreal, Canada 


This is No. 930 Sylphon Tem- 
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FREE: The New 20th Edition 
SMOOTH-ON HANDBOOK 


000 oe hanson Pe Tod SRO Oe 


gong oF Aopen 














and valuable! 


“Yyortt CH its weight in gold” is a mild 
expression about the value of this 


nething interesty 


Boiler and Engine-room Encyclopedia, 
because the very first hint you apply from 
its pages is apt to save you more than 
that amount. 


The following subjects are discussed 
detail, and most are illustrated by dia- 
grams or actual installation pictures: 


Boiler Repairs. Engine, Pump, Com- 
pressor, Hydraulic Elevator and Other 
Pressure Cylinders. Pipe Lines, Fit- 
tings, Valves, etc. Miscellaneous Power 
Apparatus. Foundations, Floors, Pits. 


You owe it to yourself to have this val- 
uable information at hand for quick ref- 
erence, and even though you are already 
familiar with Smooth-On, you will need 
this book to post yourself on the newest 
applications. Mail the coupon on Opposite 
page for your copy. 


lf your house cant furni ch 
; ; ‘ite: : 
Smooth-On in the kind or size tin (1, or § 


lb. ) you 


1 
supply 
coish, order direct from MS. 

‘SSeS 4242422428 62 SS @ @ S&S S&S SS Se Se Se Se & Oe ee ee ee ee ee ee oe e+ 


SMOOTH-ON MFG. CO., Dept. 12, 570 Communipaw Ave. 
Jersey City, N. J. 
Please send me copy of the Smooth-On Hand- 


he wok, 2 2 oth } 


dition 
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PRESIDENT S. KE. DIBBLE ON TOUR 

Professor S. E. Dibble, president of the American §S 
ciety of Heating and Ventilating Engineers, will make 
tour of the Middle West in the near future, where he 
will address various chapters of the Society. April 6 will 
find him in Chicago, Ill.; April 7, in St. Louis, Mo., and 
April &, in Kansas City, Mo., while the Denver, Colo.,, 
chapter will hear bim on April 10 

COL, WM. G. ARCHER'S HEALTH IMPROVING 

Col. Wm. G. Archer, of the Na- 
tional Trade Extension sureau, 


Evansville, Ind., who suffered a 
nervous breakdown at 
Pa., on March 4, 


ing tour 1s 


Johnstown, 
while on a speak 


reported as getting 


better in his room at the Hotel 
McCurdy in Evansville, Ind His 
many friends throughout the trade 
are hopeful that in one or two 
months he may again be able to 
pellbind the multitudes and to 


carry the gospel of sanitation 


inew to the civic clubs of the 
nation Flowers have been sent 
to him from all parts of the coun- 


try, thirty-one and one-half dozen 


roses alone arriving to cheer his 
Col. Wm. G. Archer 
sick room 
W. H. Paul, manager of the 


Manufacturing branch at 


President 


Standard Sanitary 


Altoona, Pa 


Company’s 


, and Hughes, of the newly organ- 


ized local there, gave the Colonel every possible atten- 
tion immediately after his breakdown. Mr. Paul accom- 
panied the patient to Terre Haute, Ind., as soon as Colonel 


There, Carl Bohrer, of the 
met them and took the 


Archer able to travel 
National 


Colonel to 


was 
Extension Bureau, 


Ind 


Trade 
Evansville, 


AID CYCLONE SUFFERERS IN 
TRADE IN ILLINOIS 


FUNDS TO 
PLUMBING 


ASKS FOR 


Illinois Master Plumbers’ 
following self-explanatory 


Seward Best, president of the 
mailed the 
that 


aware of 


Association, has just 
organization: 
the horrible 


towns 


letter to members of 
“You are all 
has laid 


part of the 


catastrophe which 


waste many and cities in the southern 


State In many of these towns there are 


no doubt suf- 


but 


Association and they have 


financial 


members of our 


only in a probably 


disability. 


fered greatly, not way, 


through death or 
“T am sending this appeal to you that mem 
ber of this 
elief oft 
by a 


make 


you, as a 


Association, may contribute to a fund for the 


handled 
will 


our particular members, which will be 


Committee appointed by Chairman, who 
distribute the 
As a dollar 


worth 


your 


investigations and fund in accord 


ance with their finding in hand, or in shape 


to be used at once, is two in a month from now 


in this relief work, I will urge that you make your contri 


butions promptly, sending them to this office. There can 


be no question as to the severity of the storm, which 
would make immediate aid necessary. 

“Your very prompt response will be greatly appre 
ciated, and will show the members of our Associatio! 
affected the value of the Association. 

Very respectfully yours, 


PLUMBERS’ ASSOCIATION 
“Seward Best, 
Quincy, Il 


“ILLINOIS MASTER 
President 


2144. North Sixth Street, 
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No. 10-A 
TANK HEATER 


40 gallons capacity. Cost 
of fuel, about 8 cents a day. 
Burns soft coal and the small 
er sizes of hard coal such as 


Pea and No. 1 Buckwheat. 


ar $11.50 


0., TO THE TRADE 


Can be bought from the 
nearest office or your jobber. 
There is a proper size Novelty 
Coal Tank Heater for every 
need. 








What do your books show? 


| Tomorrow —and April is here. Three months of 1925 have 
= passed by. A quarter of the year is gone. Do your books show 
that your business and profits are increasing over last year? 





neq But what of the three quarters of the year that are left? Are 

| you going to increase your profits? There is a way for you to do it. 
“an- Hundreds of people in every community need a better hot 
= | water supply system; but they think they can’t afford it. Get their 
ynel order and increase your profits by selling 


the 


the a 


we 


a 2 Sggeassis bis pHETEETTESSe nanan 
AIOVEL 
a 4 . 
Fi EA pte 
ii a 
BE : y H : 
i 
cots sab tidetileressicthet ostsentahht sities ts testiedtetetee- tte 








J IN 
ers’ . = & & S&S Se OO Se Oe SS Oe Oe Oe ee ee ee ee ee ee 
ory It will supply them with hot water, and plenty of it, cr 

day and night. And the cost of fuel will only be one-fourth Abram Cox Stove Co.., 
rich as much as for a gas water heater. (This statement is ‘a. P 
vast unprejudiced — we make and sell both kinds.) pu oe. 
are Then, continue to increase your profits by selling the Gentlemen: 
suf- bathroom and kitchen equipment. Let the Novelty Coal 
ubly Tank Heater be your leader. It will please your customer We are interested in knowing 
a and satisfied customers will come to you for their other needs. how Novelty Dealer-helps will 
the To help you increase your profits, we will furnish free of attract new customers to us for 
iled charge, booklets and blotters imprinted with your name and Novelty Tank Heaters and for 
wilt address, window-posters, movie slides, newspaper cuts, and, . d 
-“ if you desire them, we will write advertisements and sales Gathwoots equipment. Fiesse sen 


information in regard to them. 
ape letters for you. us i g 


wit Most every merchant has a leader. Let the Novelty 


tri Coal Tank Heater be yours. Write to Department D-3, at 


can the nearest office. 
hich j 


pre | 1847 ABRAM COX STOVE COMPANY 12s 


tior PHILADELPHIA NEW YORK CHICAGO 
American & Dauphin Sts. 113 E. 34th St. 736 W. Monroe St. 


Name 


Street 


City 





For 78 years makers of Novelty Hot-Water, Steam and Vapor 
Boilers, Coal Tank Heaters, Warm Air Pipe and Pipeless Furnaces, 
Coal and Combination Ranges and FORTUNE Gas Ranges and Gas 
Water Heaters. 


State 
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THE 
BAGS ME 


nd ONT CIRC OFFICE . nl 


¥ 
Banking 


ae 
a 
| 0} a Great 
ogee Good Boiler 
an. |MTERNATIONAL 
ECONOMY 
You can bank a nice margin of profit and a long 
list of satisfied customers by using Economy Boilers 


INTERNATIONAL HEATER COMPANY 
Utica. New York 














MEATING ~ 
CONTRACTORS 
WASHINGTON,D.C. | 
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PREPARING FOR THE MASSACHUSETTS present at what might well have been called an old 
CONVENTION fashioned family gathering After an excellent turkey 
dinner, during which they were well entertained by high 


Directors of the Massachusetts Master Plumbers’ Asso- 
ciation held a meeting March 12 at the Boston City class professional artists, the floor was cleared and the 

€ he “ « ba q 
Club, Boston, and discussed plans for the coming annual 


convention at the Hotel Brunswick. 


guests took an active part in the dancing. 


A PLUMBING EXHIBIT 


NORTH HUDSON ASSOCIATION TO VISIT A plumbing exhibit was one of the many attractive 
BRASS PLANT features of the Industrial Exhibition held in Danville, 
. , : Ill., March 26, 27 an& 28, sponsored by a local news 
An interesting program has been arranged for the mas- 
ter plumbers of northeastern New Jersey for April 4 — 
when the Master Plumbers’ Association of North Hudson, 
N. J., will visit Bridgeport, Conn., and make : ora of NEWARK ASSOCIATION OPPOSES TRANSFER OF 
: INSPECTION DIVISION 


inspection of the Bridgeport Brass Company's plant. 
The Master Plumbers’ Association of Newark, N. J., 


ANNUAL ELECTION OF NEW BEDFORD M. P. A. and the local journeymen recently entered a formal pro- 
test to the mayor and Chamber of Commerce against 
The Master Plumbers’ Association of New Bedford and tye plumbing inspection division being transferred from 
Vicinity, Ine., New Bedford, Mass., recently elected officers the Health Department to the Building Department 
for 1925 as follows: President, Ernest Margeson; vice- = : ial 
president, E. Hill; secretary, W. P. Bailey, and treasurer, ANNUAL ELECTION OF NEWARK H. AND P. C. 
R. T. Thatcher 


On March 10, the Heating and Piping Contractor 
Newark Association, Newark, N. J., re-elected the follow 


CHANGE OF PERSONNEL ing officers: President, John H. Nelles, of the John H 

At a recent meeting, the Los Angeles, Calif., organiza- Nelles Co., Irvington, N. J.; vice-president, John G. Keller 
tion of the Heating and Piping Contractors National of the John G. Keller, Inc., of Newark, N. J.; secretary, 
Association elected the following officers: President, T. Harry Geiser, of Theo. Geiser & Sons, Inc., Newark, 


G. Lohman: vice-president, F. J. Keeler, and secretary, N. J., and treasurer, Thomas B. Cryer, of the T. B. Cryer 
Kk. W. Hokom. The members of the Board of Directors Co., of Newark, N. J G. W. Wollenschlager was elected 
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The recent annual banquet of the Heating and Piping Contractors’ Association of Memphis, Tenn, 


are G. C. Sutton, F. J. Keeler, T. G. Lohman, §S. J. chairman of the executive committee for three years 
Brown and C. Sodemann. On April 21, the association will hold an old-fashioned 
nae perre beefsteak dinner which will be open to the trade and 
ST. LOUIS M. P. ASSOCIATION'S DINNER DANCE their friends. It has been some years since the organiza- 


A St. Patrick’s dinner dance was given by the St. Louis, tion has held an open dinner and it is being greatly 
Mo., Master Plumbers’ Association in the ball room of anticipated. The committee in charge consists of Fred 
the American Annex Hotel in that city. About 350 were Engelberger, G. W. Wollenschlager and Geo. Dennis. 
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TWO NEW JERSEY ASSOCIATIONS CONSOLIDATE 


The Association of Master Plumbers of Lyndhurst, N. J 


and the South Bergen, N. J., Master Plumbers’ Association 


consolidated, and will hereafter be known by 


the 


have been 


the name of latter organization 


OREGON ASSOCIATION DAY AHEAD OF NATIONAL 


The Oregon Association of Master Plumbers will hold 
its annual convention on June 22, the day preceding the 
opening of the National Convention This was decided 
in an executive session recently held in Portland State 
President B. D. Coffey told the members to be there 
early if they wanted reserved seats, meaning in this case 
not later than nine o'clock in the morning They antici 
pate that one day will be sufficient to transact business 
and they expect at least to get through in time to be on 
hand the next day at the opening session of the National 


convention 
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amendments while he the State House, but al! 
these struggles were forgotten in the celebration at th: 
meeting when they all threw up their hats and acclaimed 
the passing of the new state plumbing code a great victory 


was at 


FT. WORTH PLUMBING ORDINANCE 


IN COURTS 


The City Commission, Ft. Worth, Tex., has refused to 
amend the city’s plumbing ordinance, eliminating some 
of its features which are objectionable, until after the 
courts have finally passed upon its validity. A suit now 
the Forty-eighth District Court was brought 
purpose. Objectionable features of the present 
the requirement of examinations by 
already been qualified; the 
which it is sought to reduce to $10; 
reduction in which from $5,000 to 
was explained by proponents of the 


pending in 
for this 
ordinance include 


plumbers who have license 
fee of 
the 


$1,000 is 


$100 a year, 
bond, a 
asked It 


amendments that their adoption would halt the litigation 


and 





At the recent dinner dance of the 


BINGHAMTON SCHOOL SUCCESSFUL 


The Master Plumbers’ Association of Binghamton, N. Y., 
is greatly pleased with the success of its class for plumb- 
regular at- 

The Na 


course, al- 


ers’ apprentices, the greatest enthusiasm and 
the 


Extension 


the cost 
the 
H. A. Macken, of Binghamton, is in active charge 


tendance of students being worth 


tional Trade Bureau is guiding 


though 


CONNECTICUT CONVENTION IN MAY 
Plumbers’ Asso 

official 
convention 


Master 
the 
annual 


Secretary J. FE. Berger, of the 


ciation of Connecticut, has issued 
that the 


May 12 


announce- 
organization's will be 
New 


Lodge. 


ment 
held 
quarters at 


and 13, at Haven, Conn., with head- 


Dorpsch 


MARCH MEETING OF PORTLAND M. P. A. 


At the March meeting of the Portland Association of 


Master Plumbers, held in the Builders’ Exchange, Port 
land, Ore., on March 10, the salient feature after the 
regular routine business was a talk by A. G. Rushlight, 


representative from Multnomah county who accomplished 
so much for the benefit of the plumbing 
Oregon during the recent session of the legislature. 

The 
tically and 


industry of 


enthusias- 
details of 
This was 


greeted Mr. Rushlight 


listened with 


assembly most 
much the 
the legislation affecting the plumbing business. 
the first time that he had attended a group meeting of the 


return from 


interest to 


association since his Salem and a large 


out to members of 
with 
and 


attendance hear him. Several 


the 


Was 


association co-operated and 


putting 


constantly 
the 


loyally 
bills 


Mr. Rushlight in 


through various 


Frie 





Association, Erie, Pa. 


Sanitary 


The present ordinance in September, 1923, 
and has been in dispute and litigation almost continually 


was passed 


since 
MARCH MEETING OF WESTERN NEW YORK 
CHAPTER A. 8S. H. & V. E. 

On Monday evening, March 2, the Western New York 
Chapter of the American Society of Heating and Venti- 
lating Engineers held its regular monthly meeting in Buf- 
falo, N. Y. Many who had planned to attend remained 
at home, due to the very inclement weather, but twenty- 
eight were on hand for the dinner, and ten or more 
came in later for the meeting. In the absence of Presi- 
dent W. G. Fraser, First Vice-President Herman Wor- 
sham presided ably. 

L. Geo. Bousquet, chief engineer, Research Department 
of the U. S. Cartridge Co., Lowell, Mass., gave a most 
interesting talk, illustrated with slides, on ‘Cartridge 
Copper Heaters,”’ designed for indirect radiation. 

The second speaker was C. Gottwald, of the Ric-Wil 
Company, Cleveland, Ohio, whose subject was ‘‘Co-opera- 
tive Central Heating for Residential Districts.’”’ 

The third speaker was Walter J. Kline, contract sales 
engineer for the American District Steam Co., of North 


Tonawanda, N. Y. His address concerned ‘District Steam 


Heating.”’ 

Each talker was limited to thirty minutes. A great 
deal of interest was shown by the members as evidenced 
by the number of questions asked and discussion follow- 
ing. 


Merrill, Iowa, is planning an $8,000 swimming pool 
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The entire method of figuring the selling prices suggested 
in our Price Guide is dependent upon Schedule ‘‘J’”’ as 
shown in the front of the Guide. This schedule is a grad- 
uated scale, figured out scientifically so that it gives the | 
correct ratio of profit on sales of all sizes. 


For instance, the advance of profit is greater as the item 
is smaller in amount. This is as it should be as small 
transactions cost proportionately more to handle.. In 
other words, an item costing !»5 cent should not sell in 
single lots at 1 cent, neither can you expect to get $150 











for a bath tub costing $75. } 

” an This method of figuring selling prices insures the plumb- Fi 
OU o~ ing and heating contractor a uniform and reasonable profit. / 4 
Se 
7 ov 

: ° v4 Oa 

e] DA Y Bareham ¢& Saunders Price Guide / oe. 

Published at / oy ty 
366 East Main Street, Rochester, N. Y. Pd PF gh 
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TE PIPE JOINT, 
CEMENT 


RUTLAND FIRE CLAY C0. (1's 
‘ RUTLANDNVT CHICAGO.ILL\# 








Why this pipe 
joint cement is 
better than lead 


OTH in convenience and results 
Rutland Pipe Joint Cement is 
superior to lead. 


It does not require mixing or fuss- 
ing--comes ready to apply. It is 
non-poisonous and easy to remove 
from the hands. 


It forms a perfect joint that will last 
indefinitely. Properly applied, it 
gives a leak-proof and rust-proof 
joint. Unlike red or white lead, it 
never becomes so hard that the pipe 
cannot be disjointed with ease. 


You can use Rutland Pipe Joint 
Cement on practically any job where 
threaded pipe is used. It works 
successfully on water, hot water, 
steam (high and low pressure) or 
gas pipe. 

Write for prices and booklet 
WRITE today for prices and detailed in- 
formation about Rutland Pipe Joint Ce- 
ment. We will also send our booklet, 


‘“‘Unvarnished Facts’’ which describes all 
Rutland Useful Products. 


RUTLAND FIRE CLAY COMPANY 
Dept. C-23—Rutland, Vermont 



























Other Rutland Useful Products 


Furnace Cement 
Asbestos Boiler Covering 
No-Tar No. 4 Roof Cement 


Plastic Stove Lining 
Waste Pipe Cleaner 
Stove Pipe Enamel 


Rutland 


USEFUL PRODUCTS 
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ASSOCIATION INSPECTS THATCHER CO.'s 
PLANTS 


Clifton, N. J 


CLIFTON 
Master Plumbers 
in Newark and 
The 
where 


A delegation of the 
Association visited the Thatcher Company 
Garwood, N. J., Wednesday, March 11 party first 
the Thatcher plant, in Newark, Mullir 
Wayne took them in charge, and guided them through the 
After ar 
the 


visited 


furnace plant to see assembling and enameling. 


interesting and instructive tour of inspection, part 





Officers of the Clifton Association of Master Plumbers and 
the officers of the Thatcher Company 


where 
Cook, vice-presi 


repaired to the Newark Athletic Club, everyone 
enjoyed a beefsteak dinner, with R. C 
dent, and James P. Lyons, both of the Thatcher Company, 
in charge 

After the meal, talks were made by Mr 
Van Varick, president of the Clifton Association of Master 
Plumbers, and P. J. Gilmour, of the Thatcher Company, 
at the close of which a rising vote of thanks was given 
the company by the plumbers. 
The trip to the Garwood, N. J., plant was made by 
Here the party was shown the manufacture 
The day was one which will live for a long 
| time to come in the memories of the the 
| Clifton association, and all expressed themselves as being 
appreciative of the opportunity to become familiar with 


Cook, George 


| automobile 
of boilers. 
members of 


the methods of manufacture. 
Arnold M. 
Smith, 


The following masters made up the party: 


Arts, Robert C. Barr, Fred Steinman, Arthur D. 








Officers of the Thatcher Company and delegation of members 
of the Master Plumbers’ Association of Clifton, N. J. 


Peter Tiziani, Chas. W. Hooyman, John Schubert, John 
| Belli, Thos. Wasnewski, Louis Weigele, M. Joseph Dericks, 
Thos. F. Cannon, John J. Shedlock, Peter Muha, Marinus 
Trommel, William Trommel, Van Varick, presi 
dent of the Clifton association. The following gentlemen 
the the Frank J. Neyland, of 

Plumbing Supply Co., Passaic, N. J.; and P. J 
Cook, all of the Thatcher Co 


Geo. G. 


joined party at plant: 
Neyland 


Gilmour, Jas. P. Lyons, R. C. 











aAnG 


irst 
llir 
the 


an 


me 





ers 


hn 
Ks, 
us 


en 


of 





March 28, 1925 DOMESTIC 
DINNER MEETING CLOSES SUCCESSFUL TRAINING 
CONFERENCE AT PITTSBURGH 
In the historic room at the Fort Pitt Hotel which saw 
the organization of the Pittsburgh Industrial Commission 
for Training Apprentice Plumbers, the members in at- 
tendance at the First Training Conference for Plumbing 
Instructors closed the conference with a banquet mark- 
ing the end of the first effort ever made by an industry 
to train journeymen and masters to become instructors 
of apprentices, ancther epoch-making event in industrial 

history. 

Guests of the evening were John A. Quinn, of Philadel- 
phia, chairman of the National Apprenticeship Commit- 
tee; C. B. Nash, of The Standard Sanitary Manufacturing 
Company, representing the manufacturers and jobbers; 
John H. Keane, representing the master plumbers; Pro- 
fessor G. D. Whitney and H. B. Spencer, of the University 
of Pittsburgh; Director C. B. Connelley and Professor 








Officers of the National Association of Plumbing Instructors: 

Secretary-'Treasurer George William Farndale, Milwaukee; 

President William H. Mabie, Newburgh, N. Y., and Vice- 

President George Ressler, of Canton, Ohio.—The gentleman 

at the right is Professor G. D. Whitney, head of the Vocational 

Department of the University of Pittsburgh, who contributed 
much to the success of the Conference 


Samuel E. Dibble, of Carnegie Institute of Technology; 
John H. Driscoll, of the Pittsburgh Apprentice School, 
and E. L. Bowman and A. W. Wolfgang, of the National 
Trade Extension Bureau. 

Although the number in attendance at the Training 
Conference was small, the unanimous opinion of those in 
attendance is that the First Conference has been a pro- 
nounced success. George Ressler, of Canton, Ohio, the 
dean of the members, a master plumber for 33 years, 
voiced the sentiment of all when he said: ‘I thought 
I knew just how to teach after I had handled apprentices 
for two years at Canton, but I know now that I wasn’t 
even in the kindergarten. The work given at the Con- 
ference has been so excellently given that we all see now 
how to take the trade apart to find the things to teach 
first, and how to put over to the apprentices the things 
they must know to make good. I’m for more of these 
conferences, and for more men attending each one of 
them. The conference has delivered the goods!” 

“I’m very sorry for the men who couldn’t be with 
us in this work these two weeks,” declared George Wil- 
liam Farndale, instructor of apprentice plumbers in the 
Milwaukee Vocational School. “I graduated from an 
excellent technical school, had a month’s training under 
one of the best men in America on trade teaching, yet 
I have changed many of my ideas of teaching for the 
better since I have been here. I have learned much 
from the instructors and much from my fellow students.” 

Chairman Quinn was the first speaker of the evening. 
He traced the development of the movement for the 
New Apprenticeship as it has advanced. He praised 
the developmental work in apprenticeship that has been 
done by the Trade Extension Bureau under the leader- 
ship of E. L. Bowman, and predicted that many more 
conferences like the one just closed would supply the 
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You Can Guarantee Satis- 
faction When You Install 





Rrfect Soft Water 


1} 


THR) Matures Water Softensr 
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SEFINITE 


Trane MAR 


Nature’s Water Softener 


Copyright 1920 by the Refinite Co 


Connected to the water supply line 
Refinite makes all water passing through 
it as soft as rain, but better because it is 
pure and uncontaminated. Requires 
practically no maintenance after in- 
stallation—the water softening mineral 
“Refinite” lasts almost indefinitely—it 
being only necessary to dump a few 
pounds of coarse salt in through the top 
occasionally. 


Eight years of actual service under all 
sorts of conditions have proven its merit 
There is always some one best thing in 
every line —in water softeners it is 
“Refinite.”” Let us tell you all about it. 


Omaha, Nebr. 


89 





REFINITE COMPANY 
Refinite Bldg. 














Kitchen Katch-All 


The Sanitary Under-the-Sink Strainer 





Clean 


San- 


itary 


Con- 
ven- 
ient 


bp real merit of the Sanitary Kitchen 
Katch-All is recognized immediately and 
brings about quick repeat sales from friends 
of house-wives who are the proud posses- 
sors of a Sanitary Kitchen Katch-All. 


Manufactured by 


THE OHIO METAL UTENSIL CO. 


1510 East 45th Street 


CLEVELAND, OHIO 
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Bryan 





S’eam 
Water 
Vapor 


Quick 
Heat 


Small 
Space 


i» 


Outside Dimensions of Casing No. 8 
28” Wide, 30” Long, 32” High 


For 
Hor es, 
Ho’es 

or 
Otl er 
Bds. 





Write Us for Proposition 





Manufactured by 


PERU, INDIANA, U. S. A. 








Heat Generator 


Designed for Oil Burners 


A NEW HEATING SENSATION 


Just What You Have Been Looking For 


Low 
Stack 
Loss 


Less 
Fuel 


Less 
Repairs 





Each Tube Section Has Eight 
Contact Points With Heat 


Distributors Territory Now Being Assigned 


Bryan Harvester Co. 
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men from the trade to teach the apprentices as they 
should be taught 

(. B. Nash spoke of the unselfish interest the manu- 
tacturers have in the apprenticeship movement. He told 
of the unflagging interest and valuable service to the 
apprentice cause of Theodore Ahrens, president of The 
Standard Sanitary Manufacturing Company. Mr. Nash 
told the members how to get fixtures for their schools, 
and gave them sound advice on choosing equipment 
He paid a high compliment to Dean Connelley, saying 
that he is the man most responsible for the present 
splendid development of training for apprentice plumbers 
in Pittsburgh 

Secretary John H. Keane, of the Pittsburgh Master 
Plumbers’ Association, told of the difficulties that were 
overcome in opening the Pittsburgh School. He electri- 
fied the Conference by telling how the manufacturers 
of Pittsburgh raised a $4,000 school fund in four days 
without any difficulty whatever. 

The Training Conference conducted by the National 
Trade Extension Bureau in co-operation with Carnegie 
Institute of Technology and the University of Pittsburgh 
had the advantage of the personal and material resources 
of both these powerful institutions. Pittsburgh offers a 
wealth of opportunities for the study of industrial train- 
ing The work at the Conference was so thorough and 
so broad that since the Conference the remark has been 
often made that those not participating were real losers. 

Cities represented at the Conference were Milwaukee; 
Pittsburgh; Newburgh, N. Y.; Altoona, Pa.; Reading, 
Pa.; Mt. Loretto, S. I., N. Y.; Baltimore, Md.; Washing- 
ton, D. C.; Canton, Ohio, and Detroit, Minn. 

The type of men in attendance promised success for 
their teaching. The average age of those in attendance was 
forty years, eight months. The youngest man was thirty- 








The Dixie Delegates: LeRoy 8S. Nicholson, of Baltimore, and 
“Senator” James 8S. O'Hagan, of Washington, D. C. 


one years old; the oldest sixty-one. Experience at the 
trade ranged from ten years to forty-four years, with 
an average of 23.1 years. The average was 5.1 years 
as apprentice, 10.9 years as journeyman, 7.1 years as 
master. The average school training of these men was 
second year high school. The group was intelligent, 
experienced, practical and enthusiastic. 

The Master Plumbers’ Association that overlooks or neg- 
lects to send two or more men to the 1926 Teacher Train- 
ing Conference is no doubt overlooking a fundamental 
requisite for success as masters, the provision for training 
of apprentices Competent, acceptable journeymen and 
masters, trained in these conferences, are the seed corn 
of the industry. Their long experience at the craft is 
made available to the young men who are their present 
and future apprentices. Apprentices should be instructed 
both on the job and in school. To teach the trade, we 
must have instructors; and the only available method at 
present is to send men to the Conferences for Training 
Plumbing Instructors. 
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Display Board 
in Your Window 
Will Add Dollars 

to Your Profits 








To display Sno-Wite Bathroom Trimmings so that your customers and prospective cus- 
tomers can see them is almost equivalent to selling them, because to see them is to want 
them and when you get folks to want things the most difficult part of the sale is accom- 
plished. The day of the ten-cent store bathroom fixtures is rapidly passing. The demand 
for porcelain enameled ware is growing by leaps and bounds. Take advantage of this fact 
and get your share of the business. 


We manufacture a complete line of surface and inset type 
trimmings, medicine cabinetsand mirrors. Write for catalog. 


AMERICAN ENAMELED PRODUCTS CO. : = Chicago, Ill. 
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the S*Koriginal Rainbow. 
1@ 
AB E N D ROTH | 1%@ “The LastWord” in Swinging Spout 
«@ Laundry Tray Faucets 
TANK < 
% Patent Pending) ( = 
2 >: 
HEATERS Ry 
: > 
Gy 
Hot water a plenty, no matter i »' 
the time of day or night, as guaran- N?, 
teed by an Abendroth Tank Heater AD 
makes the “Bath A Day” a real TD, 
habit. | S ») 
These heaters are tested to 250 lbs. | gS .: 
pressure and furnished in sizes for | Fy 
every requirement. > 
Capacities range from 40 to 1800 | K) 
Gallons. 5 
Keep Them in Stock ») 
> 
| C Heavy pattern with }4-inch “Ground Joint” Brass > 
AB E N D R T H BROT H ER % Unions. Special designed clamps, adjustable vertically > 
"4 and horizontally. ponent, oar we Attachment of K) 
, | Ie | to the exten y, below swinging spout. D) 
Established 1840 C ota High grade but not high priced. » 
Port Chester New York % Write Your Jobber for Prices. », 
SALES OFFICES: a STREET & KENT MFG. CO. », 
Bridgeport New York City Brooklyn « 1954-64 Crybourn Ave, CHICAGO, ILL. ») 
SSS = —————— I ee connec 
Mention Domestic ENGineertnc when writing a tiser 








PAST NATIONAL DIRECTOR HONORED 
tional Director Andrew F. Curtin of Medford 
1 ! n ap nted a member of the cemetery com 
mission of his home city by Mayor Richard B. Coolidge 
Mr. Curtin has for many years been president of the 
Medf 1 | ird Trade and also a member of the com 
lenings in that city 
Cc. 8. D. L. NOTES 
L, J rti l ountant of San Francisco, Calif 
laid b } rimes of “Old Man Overhead Expense” at 
March 12 meeting of the California Sanitation Devel 
opment League of San Francisco Mr. Janes pointed 
t t fferent t which enter into overhead, and 
then told why tl hould be included The speaker 
Wa n luced |} lexander Coleman, chairman of the 
a 
N n W. Farlow, chairman of the golf committee 
announced that. the April 18 and 19 outing will be 
held t Sant Cruz, Calif The women are invited 
da dinner dances cheduled for the entertainment 
on Saturda evening On Sunday the golf tournament 
I held, followed by an out-door barbecue 
4. Dalziel was officially awarded the custody of the 
“Domestic Engineering’’ Golf Trophy until the next tour 
! n 
CLEVELAND ASSOCTATION'’S EDUCATIONAL 
MEETINGS 
I Associated Plumbing Contractors of Cleveland 
Obie receatly decided to devote one meeting a month 
rd ed itional purpose With this in view, they 
I ed an Educetional Committee the purpose of which 
» make ample provision for educational subjects The 








HERE IT IS! 


A SINGLE PIPE 
VAPOR SYSTEM 


Simple to Install 


—Any steam fitter can put 
in this system. 








LOW IN COST 
Does the Work 


—We have the successful 
installations to prove it. 





Descriptive matter sent on request 


GORTON & LIDGERWOOD CoO. 
96 Liberty Street, New York 


C. W. BEDELL, 273 St., Boston, Mass. 


DUANE Jr., Rialto Bidg., San Francisco, Cal. 
CHAS. A. MANN, 155 No. Clark St., Chicago, Iil. 


J. E. PEREINS CO.,'113 E. Franklin St., Baltimore, Md. 
JOHN H. DODD,, 1505 No. Haskell Ave., Dallas, Tex. 
Wm. G. MOORMAN, 325 Ellicott Sq., Buffalo, N. Y. 
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following members comprise the committee Vice-Presi 


ient Chas. F. Seifried, chairman; Dave Perlick, O. 8S 
Stewart and M. Rovner 
BIRMINGHAM’S NEW PLUMBING CODE 
The new plumbing code of Birmingham, Ala., was 


the 
examination of 


commission 
superin 


adopted by city 
the 
tendents and engineers of office buildings was eliminated 
the 
was 


recently unanimously 


One section providing for 


examination of all master or 
employing The 
for the establishment of an examining board, but exempts 
all master plumbers who held licenses last year 


but a section exacting 


plumbers retained code provides 


THE NATIONAL TRADE 


BUREAU 


LECTURE DATES OF 


EXTENSION 


The following dates for lectures have just been an 
nounced by the National Trade Extension Bureau 

Wm. J. Woolley, April 3-6, Portland and Salem, Ore.; 
April 8-10. Seattle and Tacoma, Wash April 14, Min- 
neapolis, Minn 

B. J. O'Donnell, April 2-3, Pine Bluff, Ark.; April 6, 
Poplar Bluff, Mo.; April 8-9, Springfield, Mo.; April 19, 
Joplin, Mo.; April 13-18, state of Oklahoma. 

V. L. Peavy, April 1-2, Gary, Ind.; April 3-4, Ham- 
mond, Ind.; April 10-11, Nashville, Tenn.; April 13, 
Knoxville, Tenn.; April 15-16, Roanoke, Va. 


Cc. R. Texter Johnstown, Pa.; April 15, Bing- 


hamton, N. ¥ 


April 13, 


A. W. Wolfgang, April 2, Ft. Wayne, Ind.; April 3-4, 
Toledo, Ohio; April 5, Cleveland, Ohio; April 6-7, Akron, 
Ohio; April 8-9, Canton, Ohio; April 10-11, Youngstown, 
Ohio: April 12, Pittsburgh, Pa.; April 13-14, Johnstown, 
Pa.; April 15-16, Harrisburg, Pa. 
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Scientifically 
Proportioned 














Scientifically proportioned sizes, 
each to the other, gives you the least 
expensive and best all-round union 
for plumbing and steam fitting work. 








_ Tighton is a high grade Brass 
Seated Malleable Iron Union at a 
moderate price. Ask your jobber. 
































Standard Union Zo. 


Winthrop Building, Boston,Mass. 
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Women’s Auxiliaries 
Notes 
Auxiliary 
March 
méeting 
Mrs. E. 


disposed 


Portland, Oregon, Auxiliary 
of the Women’s 
held Tuesday evening, 
president, called the 
the secretary, 


The meeting 
Portland, 
Mrs. Chas. 
order Minutes 
Murphy, and the usual routine business was 
and new taken up The women 
hold another one of the luncheons, which 
popular and enjoyable in their group, 
the home of Mrs. George Kendall 

Mrs. B. D. Coffey Mrs 
part of the which 
to Engene April 2 to hear Wm. J 
Trade 
their 
vicinity 


regular 

Ore., 
Fullman, 
were 


12 
to 
P 

f 


was 


read by 


discussions planned to 


so 


are becoming 


on March 18, at 


and George Kendall will com 


from Portland 
Woolley, of the 
inten 


pose group will go 
Ore., 
National 


tion to devote 


their 
local aux 


Extension Bureau It is 


time to organizing a new 


iliary in that 
Auxiliary’s Dance 
recently 


Tulsa 

The Okla., auxiliary 

in its treasury as the proceeds from a 

of March 16 Much fellowship 

enjoyed the of 

held the auxiliary 
invited. 

“The Gala Night of the Year" 
red letter 


Tulsa, tucked away $85 


the 
trade 


dance 
the 
parties 


benefit 
good in 
the 


night 
weekly 


the 


regular 
to 


is as result 
being by and which men are 


always 


date 
of 


important, in 


Women’s 


May 4 is to be the most 
the calendar the Auxiliary the 
Master Plumbers’ Association of Philadelphia, Pa. It 
then that the women expect to give their second anniver 


whole for 


is 


sary dinner dance to which they are inviting the men of the 


family and all their friends. Committees have been ap- 


pointed and great preparations are being made for what 


the advance notices term the “Night of Nights” and “The 
Gala Night of the Year.” 
Tampa Auxiliary -Enjoys Party 

The Women's Auxiliary of the Master Plumbers’ As 
sociation of Tampa, Fla., entertained the men with a party 
at the home of Mr. and Mrs. Jamison Chaire, 3413 Bar 
celona avenue, of that city. The affair was one of the 
most delightful of the many that have been executed by 
the auxiliary. Those present were as follows Mr. and 
Mrs. D. S. Kaylor, Mr. and Mrs. Frank Williams, Mr 
and Mrs. John W. Foley and daughter, Mr. and Mrs 
W. E. McAndrew, Mr. and Mrs. E. J. Holmes, Mr. and 
Mrs. B. G. LoRe, Mr. and Mrs. Geo. B. Shaw, Mr. and 
Mrs. W. O. Jeter, Mr. and Mrs. Geo. McGhan, Jr., Mr. 
and Mrs. John A. Bronzonie, Mr. and Mrs. O. E. Kruse, 
Mr. and Mrs. Edw. Boismier, Mr. and Mrs. W. F. Jordan, 
Mr. and Mrs. James F. Scott, Mr. and Mrs. Leo Senesac, 
Mr. and Mrs. Henry B. Perryn, Mr. and Mrs. G. D. Seruggs, 
Mr. and Mrs. B. P. Scruggs, Mr. and Mrs. A. Marenco, 





The delegation from Terre Haute, Ind., at the recent annual 
of the Indiana Society of Sanitary Engineers, 
held at West Baden, Ind. 


convention 


of 
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— THERMOSTAT 


Makes an automatic storage gas water heater of any 
heater and range boiler. 


Absolutely positive. 
Endorsed by leading engineers. 
Used exclusively on Sands Storage Systems. 


Ask your jobber or write for folder. 


The Sands Mfg. Co. - Cleveland, Ohio 


PIERCE, BUTLER & 
PIERCE MFG. CORP. 


Makers of. 


GOOD BOILERS AND 
RADIATORS 


BRANCHES IN ALL PRINCIPAL CITIES 


GENERAL OFFICES 


41 EAST 42nd STREET NBW YORK,N. Y. 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 


The Novelty Steam Boiler Works Company 
Factory, 917-929 S. Howard St. BALTIMORE, MD. 








Top View “MOR-SEAL” 
THE CLEANER CLOSET 


Illustrating in a clear distinct 
manner the complete absence of 
soiling surface in the “MOR- 
SEAL” closet. 

Note the complete absence of 
the Soiling Hump on upper trap- 
way also the large water surface. 

It is Cleaner. 

Ask your Jobber for it. 

Made of Castex Whitest Vitre- 


ous China. 
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THE INCOMPARABLE 


NIEDECKEN 


SHOWERS 


PATENTED 


Are Giving 
Satisfactory Service 
In The Largest 


Shower Installations 
In The World 


Write for Bulletin D-10X 


HorrMANN & Bittings Mrc.Co. 
MILWAUKEE, JU. S.A. 











MAGAZINE FEED 


WATER HEATERS 








Interior View 


Magazine can not burn out. No explosion of 
gases from overheated magazine. The coal is 
burned on the grate and not in the magazine. 


HERBERT BOILER COMPANY 
ROOT AND LA SALLE STS. CHICAGO, ILL. 
J. T. Biyth, 100 Standard Bank Bidg., OTTAWA, ONTARIO 
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Mr. and Mrs. Wallace T. McClellan, Mr. and Mrs. John 
T. Farley, Mr. and Mrs. K. R. Lau, Mr. and Mrs. A. Traina 
Mr. and Mrs. Carl Aman, Mr. and Mrs. Meril Caron, Mr 
and Mrs. David Griffith, Miss Rachel Sumners, Miss Anna 
Mehe Miss Evelvn Cotarelo, Miss Jennie Perryn, Mi 
Hilda Scruggs, R. T. Joughin and M. H. Greeson 

Bridgeport Auxiliary Entertained by Men Folks 

The Master Plumbers’ Association, of Bridgeport, Conn 
recently entertained the newly organized Women's Aux 
iliary at a dinner dance at the Turnpike Tavern Music 
was furnished by popular string orchestra, which kept 
the party dancing until the midnight hour 

After dinner was served State President Howard F 
Bryant gave a short address, complimenting the Bridge 
port women of the newly formed auxiliary, and explained 
the purpose of the organization, which is benevolent. 
educational and sovial Robert T. Rock also delivered 
an address. The following masters and wives were pres 
ent Mr. and Mrs. R. T. Rock, Mr. and Mrs. F. C. Brady. 
Mr. and Mrs. Carl Benson, Mr. and Mrs. J. E serger, 
Mr. and Mrs. William O'Dwyer, Mr. and. Mrs. Joseph Day, 
Mr. and Mrs. H. F. Bryant and Mr. and Mrs. Frank 


Geslien 


North Hudson Auxiliary’s Social Functions 

On March 10, the North Hudson Women’s Auxiliary to 
the Master Plumbers’ Association, of North Hudson, N. J 
gave a Patty’s Party at its rooms at 501 Palisade avenue, 
West New York, N. J.. where members and guests enjoyed 
a pleasant and well-arranged program Large visiting 
delegations from the Trenton, N. J., and Jersey City, 
N. J., auxiliaries voted the affair a complete success in 
every respect 

The next affair that the women are arranging is a 
theatre party in New York, where the master plumbers 
will be the guests of their life partners 

Not to be outdone by their ladies, members of the 
Master Plumbers’ Association of North Hudson invited 
them to their theatre party and dinner on March 12, and 


after the at Keith’s Capitol Theatre, 


they partook of a dinner at the Capitol Restaurant, Union, 
A North 
entertain 


enjoying program 


again proving that Hudson knows how to 


hundred 
W 


the the than 
entertained with old-time melodies by E 
W 


dancing 


During repast more guests were 


jerger, head 
Bro 
the 
crowd disbanded, proud of an organization 
the 


Edw Berger 
After 


tired but happy 


of Ww 


until early hours of the morning a 


which such excellent entertainments 


North 


Can arrange 


as 


Hudson association does 


Detroit's St. Patrick’s Dinner Dance 


Despite a storm which raged Wednesday night, March 
1S, a big crowd turned out for the dinner dance given 
by the Women's Auxiliary to the Detroit Association of 
Master Plumbers at the club rooms in the West Side 
Educational Club, Detroit, Mich The EverHot Heater 
Company presented cigars to the men after a delicious 
home-cooked dinner prepared by the auxiliary had been 
given due attention The table was prettily decorated 
in green and white. Small clay pipes marked the places 
while each of the decorative green candles was guarded 
by small cardboard colleens and Irish lads in plug hats 
There were several circle two-steps and a broom dance 
led by Mrs. J. E. Fitzgerald, which afforded much merri 
ment Mrs. Wm. Hughes and Mrs. John J. Davis con 
tributed to the fun with Irish songs and an old-fashioned 
jig Mrs. Davis danced the heel off her slipper The 
next meeting of the organization, during which will 
occur the election of officers, will be preceded by a Pot 
Luck Dinner 
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Chas. Wiley, Jr., Minot, N. Dak.; M. Riley, Wahpeton, N. Dak.; 


P. J. Connolly, ot Valley City, and J. L. Hulteng, Grand 
Forks, at the recent annual convention of the North Dakota 
Master Plumbers’ Association, held at Devils Lake, N. Dak. 


COLORADO AND THE PLUMBING CODE 


The Colorado Society of Sanitary & Heating Engineers 
is fighting to retain the state plumbing code which is 
threatened with being repealed. The association recently 
sent a special delivery letter to the governor, the state 
senators, and other representative men in which it was 
pointed out that “the proper control and inspection of 
plumbing is primarily a health measure’ and that ‘no 
one of ordinary intelligence can make it otherwise.’’ It 
asked the reader not to lend his support or vote for any 
measure that has for its purpose the repeal or amendment 
of any section of the present state plumbing law 


Obituary 


J. (. Forster 
J. C. Forster, for the past ten years representative for 
Abingdon, Ill., died at 


the Abingdon Sanitary Mfg. Co., 


his home in Detroit, Mich., on Saturday, March 14 
William J. Kerwin 
William J. Kerwin, head of the plumbing firm of Ker 


win Brothers, Albany, N. Y., died recently at the home 
of his sister in that city He was a native of Albany 
and was a noted local athlete 
Alexander Dodds Gordon 

Alexander Dodds Gordon, proprietor of a plumbing and 
heating business bearing his name at 231 Franklin street, 
Buffalo, N. Y., died at his home in that city March 20, 
following a heart attack He started in business in 1891 

John S. Hodgson 

John S. Hodgson, widely known plumbing and heating 
engineer, died recently at his home in Medford, Mass., 
in his 75th vear He was a native of Carlisle, England. 
was educated as a civil engineer and sanitation expert, 
and for some years as a young man was connected with 
a large firm in London In 1875 he became associated 
with a large construction company in Berlin, spending 
several years in that city and laying out the heating and 
plumbing reconstruction work in the palace of the ex 
kaiser He had served for three years as an expert with 
the Federal Trade Commission in Washington. He also 
served on the Massachusetts State Board of Health and 
had also seen public service in health work in Somer 
ville, Boston and Medford, Mass 
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Positive Afterfill 
Regulating Screw 














Economical 


One-inch Inlet 
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Users of this valve recommend 
it without restrictions. 
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HE steel 
backbone in 
ALLRIGHT 
Seats, together 
with expert finish, 
and real service, is 
the secret of their 
pop pularety; 


ALRIGHT SS 


lovet 


pforat 


Allright Mfg. Co. 
| Rural Hall, N.C. 


2 
Complete “potiaw” 


SYSTEMS 


as low as | 
20 TAC 
S * The DAYTON CUB 
(Be) Direct Pressure ‘Water System 


For City, Suburban and Country Use 
The Dayton Pump & Manufacturing Co. 


Dayton, Ohio, U. S. A 








Groeniger 
Products 


Shower Bath Drains 


A Groeniger TESTITE Shower 
Bath Drain assures a permanent 
pressure tight connection between 
the safe pan and waste line and re- 
duces installation labor costs. The 
ball centering ring permits strainer 
to be tilted and set level with the 
floor under any condition Vertical 
adjustment is provided by extra 
long threads on tall piece 


Let us tell you how TESTITE AIR 
TESTED PRODUCTS can save 
you money 


Jhe GROENIGER MANUFAC 


Columbus, Ohio. 
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There's only one 
CROWN Post Vise 


it's Patented 


Crown Post Vise 


Fits any post of any size or shape. 
Simply wrap the chain around the 
post, drive the wedge, and it’s all 
ready. Taken down just as quickly. 
And the toughest kind of vise work 
won't budge it out of place. 


2634 North Keeler Ave. 





Use CROWN DIES in your Stocks 


Crown Die & Tool Company 


How Fast Can 
You Do It? 


If it takes you more than 30 seconds 
to get your old-fashioned vise ready 
for work, you’re losing money. The 
plumber with a CROWN POST 
VISE hooks it up in half a minute 
and is cashing in on the job before an 
ordinary vise could be set in place. 


Order One 
Today! 


CHICAGO, ILL. CROWN No. 4. Box Stock 
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| IN| PIPE FITTINGS 


Trade Mark Trade Mark 


IRON BODY GATE VALVES 





Screwed 
Non 
Flanged Riel 
and silted 
Hub Stem 
Ends and 
0.S.& Y. 
mei Patterns 
2° to 12+ 
Inclusive j 
i ieenie by 


ILLINOIS MALLEABLE IRON CO. 


CHICAGO, ILL. 
GENERAL OFFICES 1801 DIVERSEY PARKWAY 
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“‘Handsome Is as 
Handsome Does’”’ 





| oO “I’m just as pretty as a string of pearls; all round and 
bright and glistening. Let me hold the stopper on 
your waste and overflow connections and see how 

| much I brighten up the fixture. But handsome is 
as handsome does——-and that’s where I shine best. 
In my work I answer every objection there is to 
other plumbing chain. Try me and see’’~-Bill 
Bead. 






fo USE — 
(BEAD CHAIN) 


FOR PLUMBING #7 
—_—.... —— 








Trade Mark Reg. U.S. Pat. Off. 








THE BEAD CHAIN MANUFACTURING CO. 
BRIDGEPORT, CONNECTICUT 


Canadian Representatives: Stanley Brock, Ltd., Winnipes 





JU 





Mention Domestic ENG 


EERING When writing advertisers, 


1000 


OOCO0O 


OO00C0CO00*‘ 


OoO0¢ 


OO 


OSC COOCCCOCOCOCOC 


Cc 








ew ae we N 


~~ YS S S  S  ™~ 


_ 











March 28, 1925 DOMESTI 


This &9 That, Here &?T here 


The East Ohio Plumbing Co., of Cleveland, Ohio, has 
secured the plumbing contract on nineteen two-suite 
apartments for the F. and N. Realty Co., on Garfield 
Heights. 

Sam O’Dess, of Cleveland, Ohio, has secured the plumb 
ing contract on an eighty-three suite apartment for L 
Arnoff. 

The Weiss Heating & Plumbing Co., of Cleveland, 
Ohio, has the plumbing contract for a thirty-three suite 
apartment on Crawford road for F. Sogolowitz 

The Schnitzer Plumbing Co., of Cleveland, Ohio. has 
the plumbing contract on a sixty-suite apartment on East 
One Hundred and Sixth street for F. Nozik 

Gavin Bros., 1365 Wyoming avenue, Scranton, Pa., 
maintained an attractive display of plumbing fixtures in 
their booth at the Home Beautiful Exposition in that 
city this month. A noticeable feature was the large sign 
with the company’s name and the words ‘Merchandising 
Plumbers.’’ The thousands of visitors who attended the 
show went away with a higher idea of the plumbing pro- 
fession. 

The Brownsville Plumbing Company, of Brownsville, Pa., 
has just completed the plumbing and heating installation 
in the West Pennsylvania power house and sub-station in 
that city. This company recently received the plumbing 
contract on the Luzerne school in that city. 

C. P. Eberle, of Butler, Pa., has been awarded the 
plumbing and heating contract on the People’s Telephone 
building in that city. The contract amounts to $12,000. 
He has just completed the plumbing and heating in the 
Methodist Episcopal church of Butler 

R. J. Kleeman, 418 West Wayne street, Butler, Pa., 
was the successful bidder on the plumbing and heating 
installations for the new Kresge 5 and 10 cent store at 
Butler, Pa. 

The Paul Plumbing & Heating Co., of Johnstown, Pa., 





has been awarded the contract for the plumbing work in | 


the new Conemaugh Memorial Hospital in that city The 
Stanton Barnhart Co. has the heating contract. 

Kern & Turby, of Johnstown, Pa., have the contract 
for the installation of vapor heating in the New Rothert 
building. This firm also has plumbing and heating con 


tracts on a new residence for Frank Mardis, a residence | 


for S. Glosser and a residence for George Griffith, all of 
Johnstown. These contracts amount in all to about 
$23,000, 











Master and journeyman plumbers of Casper, Wyoming, who 
recently installed the plumbing free of charge in the new 
Salvation Army Citadel in that city 
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Improved Design- 
Backed off Chaser 


323 N. Francisco Ave. - 











Write for Free Catalog 


ARMSTRONG BROS. TOOL CO. 











Armstrong Bros. 
SOLID 
PIPE DIES 
and 
STOCKS 


-Cut Like Lathe Tools 


s made of Alloy Steel 


Chicago, U. S. A. 














LAU DRY TRAY LEGS 
NDR 

Alberene Pattern) 

bber y 

king fora 

1e good « 
Pattern Laundry Tray Lee 
place your next order with us 
Thoroughly seasoned and nicely 
finish aatings make our tray 
legs preferred by most plumbers 


Dependable Products 
Dependable Service 


RICHMOND 


Foundry& Manufacturing Co- 
RICHMOND, VIRGINIA 














Have you any used 
tools? 


No doubt you 


have. Chances 


are, they are lying somewhere 


around your 


shop. Possibly 


new tools have replaced the old. 


These old tools will bring you 


dollars if adve 


rtised in the “‘For 


Sale’ columns of DOMESTIC 
ENGINEERING. Some 


plumber in another locality may 


be waiting to obtain these tools, 


in good condition, at reduced 


prices. The very low rate of 8c 


per word makes the Classified 
Page a good b 


uy. 
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Knott‘Atlas’ 
Seats 


will never open up at 
the joints as the bind- 
ing dowel is always 
tight, due to a special 
process which makes 






Ring Seat. B 2 7 
144 Seat, Ke panes gy te it an integral part of 


Cast Brass Hinge has 1" offset ood 
Pearl White(sheet celluloid cov ee i 
ered), Imitation Mahogany or 


Golden, Light, Natural or An- KNOTT MFG co 
tique Oak; Gloss, Rubbed or 


Polished Finishes Tell City, Indiana 
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The Thermos Bottle rat. rena. 
Principle Applied 2", "# 


to Heating Systems 24 77.0" 


Air Vent 





One of three simple fittings that enable 
us to apply the Thermos Bottle Prin- 
ciple to heating systems, keeping the 
radiators hot long after the fire in the 


‘ boiler is banked. Not only is the 
- 





O-E “3 in_1” System efficient, eco- 
nomical and flexible to meet conditions, but 
the expense of installation is nominal as com- 
pared with results. 


Send for Booklet A 


O-E Specialty Mfg. Co. 
\ 1@ Keefe Ave., MILWAUKEE, WIS. 















MONARCH 


-- Naolite Water Softeners 


for City Homes with hard water supply, 
provide a superior way of obtaining 
soft water. 


Soften hard water instantly without 
the use of chemicals. 


Made in five sizes. 
PRICED AS LOW AS $150 
Send for Bulletin and prices. 





The Monarch Engineering Co., Dayton, 0. 











One Piece Shell 
and Stem 


Hammond Hot Water Valves are 
made with the shell and stem in 
one piece. This eliminates the pos- 
sibility of these two important parts 
becoming disengaged, and is just 
One more reason why 
you should be particu- 
lar that you get radia- 
tor valves with the 
Circle H trade mark 
on them. 

Your jobber can supply you. 
HAMMOND 
BRASS WORKS 


Hammond, Indiana 




























NGINEE RING March 28, 1925 


Deer & Ober. of Pittsburgh, have received the con- 
tract for installation of a vapor heating system in the 
club rooms of the B. P. O. E. Lodge No. 339, Pittsburgh 
They also have the plumbing contract on the residence 
for A. R. Budd Fadden & Craig have the heating con- 
tract on this residence 

Davis Bros.. of Fair Oaks, Pa., have been awarded the 
plumbing and heating contract on the new residence for 
\. F. Springer, Leetsdale, Pa 

The Axelrod Plumbing & Heating Co., of Cleveland 
Ohio, has just been awarded the contract for plumbing 
and heating in two ten-suite apartments on Holyoke 
avenue, East Cleveland They also have contracts on 
several other large apartment buildings in Cleveland 

J I). Rhoads, of Newton Square Pa is installing 
plumbing in the new school in that city 

A building permit has been granted to the Tennessee 
General Building Corporation for the construction of a 
fourteen-story office building on the corner of Market 
street and Church avenue, Knoxville, Tenn 

G. R. Tucker & Co., plumbing contractors on Madison 
avenue, Memphis, Tenn., maintained a booth at the recent 
Merchants’ and Manufacturers’ Exhibition at the new 
Auditorium in that city 

Plans will soon be completed for the new Protestants’ 
Home which is to be built near San Antonio, Tex. Adams 
& Adams, who are the architects, announce that it will 
be a two-story affair of brick and reinforced concrete 
and will cost about $250,000 

Lubbock, Tex., is to have a new six-story hotel, con- 
struction of which will begin in the near future. The 
cost will be approximately $300,000, according to San- 
guinet, Statts & Hedrick, who are drawing the plans. 

\ six-storv and basement store and office building 
will be erected in Wichita Falls, Tex., at once.. The build 
ing will be of brick, stone and reinforced concrete con- 
struction, costing in the neighborhood of $400,000. The 
general contract has been given to Westlake Construction 
Compan) 

Contract for the plumbing work on the new high school 
under construction at Cameron, Tex., has been awarded 
to the Cameron Plumbing Company of that city 

Bids will be received until April 53 by the Oregon State 
fjoara of Control for a group of buildings to be erected 
is a boys’ training school at an approximate cost of 
$200,000 It is anticipated that bidding will be lively 
since this is one of the big pieces of construction work 
which the state is letting There will be three major 
buildings and four residential cottages One will be 
used for administrative offices, another as a service build 
ing with kitchen, dining-room and hospital facilities, and 
the third large one will house the power house, heating 
evstem and laundry 

The Southern Heating Co., South Third street, Mem 
phis, Tenn., has been awarded the contract for the heat 
ing on the new Mississippi County Jail at Blytheville, 
Ark The company is just finishing the Shelby County 
Jail heating installation 

The Fischer Heating Co Adams avenue, Memphis 
Tenn., has been awarded the steam heating contracts on 
the Nurre Glass Co.'s plant in Memphis, and on the office 
building at Third and Madison streets for the Memphis 
Heating & Power Co 

Chas. J. Kelly, president of the Portland Association 
of Master Plumbers, B. D. Coffey, Oregon State presi 
dent, and Chas. Fullman, secretary of the Oregon Asso 
ciation, will be among those going to Eugene April 2 
to greet Wm. J. Woolley and hear his address 
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on never buying They 
when you approach them through advertising 
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from advertising are 
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When you need steam badly 
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Badger 
Expansion 
Joints 


do not 








need to be 
repacked. 











E. B. BADGER & SONSCO. 


BOSTON, MASS 


75 PITTS ST 
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distillation of wisdom and humor It is like the sudden 
opening of a door upon some truth Its humor amuses 
and its wisdom remains in the mind 

Every human being stands in awe of the wise man 
But every human being loves the wise man who has a 
sense of humor \ppeal to that universal willingness to 
smile and be amused Jelow are seven Epigrams. Write 
one out each day on your blackboard and wateh the 
results 

Those Who love only themselve le niy hee n 1 
lifetime 

Don't forget it’s th rougl iilin that te the 
navigator 

The price of a gown that stuns others is likely to knock 
a husband clean out 

* 

History will always repeat itselt Tha the task of 
the gossiper 

If you talk well, vou may be a geniu But if vou can 
be silent vou are an angel 

, * ‘ 

Don't pin your faith to second-hand tire You mays 

puncture them 
* 

Doctors won't raise duek Their remark ire foo 
personal 

Two comfort stations to cost 88.000 each have been 
offered to the city of Wheeling, W. Va., by the Americus 
Club, provided the citv gives the site 
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THE QUALITY GOODS: QUALITY LIME QUALITY GOODS 
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Double Trapped—Water Cooled | 


The reason for the ever growing popularity of Dehn’s 
AcmE Grease Traps i is the fact that they do what a 
grease trap is intended to do 
And they do it because they are correctly designed. The 
entire body of the trap is surrounded by cold water, 
connected to the supply pipe, which congeals the grease 
almost instantly and the baffle plate prevents it from 
flowing to the drain. As it hardens, the grease floats 
the top of the water where it can be easily removed 


COMPOUND INJECTOR & SPECIALTY CO. 


Originators, Designers and Sole Manufacturers of 
THE QUALITY GOODS QUALITY LANE QUALITY GOODS 
419-421 D-N. Laramie i. ac sane sam U. S. A. 














stop and hold the grease 


on 














DOMESTIC 


Bath a Day Movement 
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G jergner 


Plumbers’ 


)} E quote below a letter from William 
W past president of the Illinois Master 
A one of the l 


ssociation most enthusiastic promoters 

f th Bath-a-Da Movement 
The master plumbers should more seriously support 
t ovemen plac The Story of the Bath’ in the 
chools throughout the countr The results realized from 
the school children use of the booklets are immeasur 
able If an investment of $5 or $50 was made to place 
hese booklets in a city’s schools as supplementary read 
ng, and increased interest created in the lesson of correct 
bathing, that investment would be well-placed Service 
to other is rewarded in many way service rendered 
to you--improved community conditions, new business 
“T await each issue of ‘Domestic Engineering’ with 
intense interest and never fail to read the page telling 
ibout the new cities using ‘The Story of the Bath.’ The 
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score on March 7th stood 119, and it should reach 200 
before July 1st. That means that the master plumbers 
in 81 cities will have to work for that goal. 


support to this movement and 
agree of the superintendents of 
schools in at least four Illinois cities to adopt this booklet 
The 
does not place these booklets in his local schools.” 
What's pledge? If the schools of your city are 
reading ‘“‘The Story of the Bath,’’ write for a copy 
As Mr 


“IT personally pledge 


to secure the approval 


master plumber is missing a big opportunity if he 
your 
not now 
Bergner says, 


and give it to the superintendent 


the results immeasurable 
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‘om fort Stations 


city comfort station in Menominee park, Oshkosh, 
is to be enlarged 

19x55 ft., comfort 
of Flatbush 
Brooklyn, N. Y 
construction of comfort 
Ventnor City, N. J 
recently 
the 
construction 


be built 
of Concord 


station is to 


on west side avenue, north 


two stations is under 


launched in Los An- 
Plumbers’ Asso- 
comfort 
at the 
stations, 
has the 
inspector, who 
pointed out that the present facilities are inadequate for 
one-tenth the of Angeles. The matter 
taken before the City Council with a plea that 
taken for the establishment 
two more stations in the downtown district. 
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WATER HEATERS 


answer the demand for 
efficiency, economy and 
durability. 


They are light, strong and 
heat quickly. Made of 
steel throughout. 


Vertical motion of water 
affords active, constant cir- 
culation. 


Coal magazine is a great 
fuel saver. Keeps even fire 
from ten to twelve hours 
without attention. 


It will pay you to investi- 
gate. rite for catalog 
ribing the Wilks Line 
Water Heaters, Garbage 
Burners, Garage Heaters 
and Steel Tanks for 


every purpose Made in all wanted sizes 


S. WILKS MFG. CO. 
3517 Shields Avenue, Chicago, IIl. 


EDWIN W. SEDCWICK HARRY M. SEDGWICK 
President See. and Treas. 
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Blake Cast Iron Specialties 


Blake Cleanouts with “Easy to Remove” 
covers. Furnished in all sizes, from 2 to 6 
inch. Iron or brass covers. The best clean- 
out of its kind on the market. 

Blake Cast Iron Drum Traps. Made 4x5 
inch. and 4x8 inch. sizes, with wide flange 
or flush covers, either to screw or our “‘Easy 
to Remove” cover. 4x8-inch size in 2,3 or 4 
openings. 

Blake Bath Trap E11 roughs in close and 
saves joints. Try them. We manufacture 
Iron Specialties of every description. 





H1202 4x8 








Your Jobber can supply You 


Blake Specialty Co., - Rock Island, Ill. 


CANADIAN SERVICE — ALL CRANE CO. BRANCHES 
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Several weeks ago Flossie Proper, our unfailing guide tn 
etiquette, asked what was the correct way to greet you! 
hostess at a formal! affair, when you wanted to make a good 
impression 

The following answer seems effective enough, but Flossie 
is away right now and we'd advise not trying it until we 
have a chance to check it up with her. 

R. L. N. says, if you want to make a good impression, try 
a short jab with the right to the solar plexus, cross over 
with the left for the nose; a light tap on the chin ought to 
finish off the impression nicely 

Personally, ['d hate to be in that receiving line 


THINGS DO CHANGE 
First This match won't light 
Second Washa madda with it? 
First I dunno— it lit all right las’ time 
N. S., New Orlean La 


I KISSED HER—No, 35 

She was such a pretty lady, 

And I'd always had a rule, 

Vot to miss a chance to kt 

Such a pretty lad) 

So 1 did. 

{nd | didn't know till late) 

That a mali wiupersonator 

Hho could look so sweet, pac ked a right so neat 

But he did 


NON-CONDUCTIVE 
The American negro couldn't understand his Algerian 
brother, who fought with the French troops Long and 
laboriously did one of our colored gentlemen try to establish 
some means of communication with a big fellow who was on 
leave in Paris Finally a brilliant idea struck the Georgia 
lad. He produced a pair of ivory cubes and, rattling them in 
approved Atlanta style, rolled them under the Algerian's nose 
No response. 
“Shucks,’ said the Georgia boy ‘You ain't no cullud 
pusson You ain't even human You is jes’ a corpse 
C. H. T., Pennsylvania 
PIPE LINES DICTIONARY 
$% &It"$H!9"*$ 9H! 
what comes out of the loud speaker when you want to 
show it off to friends 
21017 6 9°12" 9 OCS! 
—there is a difference between these two phrases The 
second is what you are muttering under your breath 


“SY” SEZ 
A man can't see where his wife gets any fun playing cards 
all afternoon for a dinky sugar shell, but did you ever see a 
man who had just won a pewter golf cup? 
Pedestrians may have the law on their side, but they gen 
erally get hit from behind 
SY” MARTIN, Owensboro, Ky 


ANOTHER BATHROOM CARUSO HEARD FROM 
Got a new bathtub, and with tt a shower 
Instead of taking one a dar 
He'd like one every hou 
OAK PARK PATSY 


The problem of saving nice things about a dinner which 
you are not thoroughly enjoving is pretty stiff . H. G., 
Chicago, suggests that if vou don't like olives and your 
hostess remarks that the olives this evening are exceptionally 
fine, you don’t want to offend her by saying outright you 
don't like them Giet out of it gracefully by remarking, 
“You must be getting all the good ones.’ 


No! No! No! Don't pick up that pocket book! Don't come 


back when someone calls vou Don't call up strange tele 
phone numbers that your friends give you Don't do it! At 
least not next Wednesday That will be April 1st rh me s 
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Gerstein 


Cisternand Riveted 
Pressure Boilers 


can be described in one 
word 


Everlasting 
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= They not only /ast but give continuous, satisfactory 
= service. 

Made in any size, pressure or capacity desired. 


Write for details 


Gerstein Bros. & Cooper 


Coppersmiths 
1-3 W. Third Street So. Boston, Mass. 
STS LS MLL UL sine 


(Make More Business 


Suburban Homes, Camps, Schools Need Good Plumb- 
ing and Proper Sewerage Disposal. It's easy if you use 


, San-EquipSepticTanks 


made of 14 ga. Copper Iron,-— 
welded, water tight and rust-proofed 
by Plastic Enamel melted on,—15 yr. 
service guarantee—perfect to a T. 
Do a quick, easy job with this light 
= weight, compact sewage tank. 
Prices most reasonable. Order 
“| at our risk, giving jobber’s 
‘| mame, or ask for circulars. 


CHEMICAL TOILET CORP. 
2654 Liverpool Road, Salina Sta. 
Syracuse,_N. Y. 
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r- aie eRe — 
We Grow These Tanks! 
To make sure of the quality of the cypress | 
) that goes into “The Tank with a Reputa- ry 
: tion” we use wood from our own trees, cut 
“ * in our own sawmills, finished in our own 
a shops by our own workmen with the bene 
“a fit of thirty years’ experienc: in tank de 
signing and building 
- The combination means real econon to 
you in cost and in long, faithful service 
; g Get the Caldwell story the next time you 
v are thinking of tanks 
4 
4 Send for Catalog 
> 
W. E, Caldwell Co. i 
Incorporated 
2560 Brook St., Louisville, Ky. . 
( TANKS 
AMO 
! TOWERS 











FITS ANY 
Y ANGLE ROOF 


The Overton Roof Flash- 
ing makes a joint both air 
and watertight, on any roof 
from flat to half pitch. 

Adjusts itself readily without turn- 
ing or twisting. Adaptable both to 
standard and extra heavy soil pipe. 
Approved by plumbing inspectors 
¥% Pitch everywhere. 

Manufactured by 





Butler Manufacturing Company 
Minneapolis, Minn, 
— — SA 
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Tank Fittings of Quality 


1856 ““McSHANE’’ 1925 





The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 














Sterlco 
Radiator Valve 


PACKLESS 
QUICK OPENING 
DURABLE 
Neat in Appearance 


Made with Wheel Handle if desired 


We also manufacture 
Return Traps, Air Line Valves, Thermo- 
static Radiator Traps, Air Eliminators, 
Strainers, Vacuum, Co: tion 
and Air Line Pumps 


STERLING ENGINEERING COMPANY 
MILWAUKEE, WISCONSIN 











Strongest Made 


The Hanna ‘‘Ball 
Joint” Pipe Hanger is 
made of malleable iron, 
all sizes. 

Swings in any direc: 
tion. 


A big time and labor saver 


The Penn 
Engineering Co. 
Philadelphia, Pa 
© BRED BRED NE HINO ID BND (I MIOOHEO UO IO UROROE ere erm a 


PORCELA 


The Bath Tub Cleaner 


Contains no grit. 

No acid. 

Keeps fixtures like new. 
Most contracting plumbers use 
Porcela and recommend it to 
their customers. 

If you haven't Porcela in stock, 
order from your jobber. Write 
us for free sample can and de 
scriptive folder. 


PORCELA-RADAX CO. 


NEW BRIGHTON, PA 
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Convention Dates 


April 1, 2 and 3, 1925.—The second annual convention of 
the American Association of Oil Burner Manufacturers, at 
the Edgewater Beach Hotel, Chicago. 

April 2 and 3, 1925.—The annual 
kansas State Master Plumbers’ Association, 


convention of the Ar- 
at Pine Bluff, 


| Ark. 


| lana and Mississippi Association 


April 7 and 8, 1925.—The annual convention of Massachu- 
setts State Master Plumbers’ Association, at Boston, Mass. 
April 15 and 16, 1925.—-The annual convention of the Vir- 
ginia State Association of Master Plumbers, at Roanoke, Va. 
April 20 and 21, 1925.—The annual convention of the Ala- 
bama Association of Master Plumbers, at Birmingham, Ala. 
April 20, 21 and 22, 1925.—The annual convention of the 
Associated Master Plumbers of Texas, at Dallas, Tex. 

April 23 and 24, 1925.—The annual convention of the Louls- 
of Plumbing and Heating 
Dealers, at Biloxi, Miss. 

April 28 and 29, 1925.—The annual convention of the 
Colorado Society of Sanitary & Heating Engineers, at Den- 
ver, Colo. 

May 4 and 5, 1925.— The Florida 
State Master Plumbers’ Association, at Chamber of Commerce 
building, Jacksonville, Fla. 

May 4 and 5, 1925.—The annual convention of the Ten- 
nessee State Association of Sanitary Engineers, at Memphis, 
Tenn. 

May 4 and 5, 1925.—The annual convention of the Okla- 
homa State Association of Master Plumbers, at the Mayo 
Hotel, Tulsa, Okla 

May 7 and 8, 1925.—The annual convention of North 
Carolina Master Plumbers’ Association, at Shelby, N. C. 

May 11, 12 and 13, 1925.—The annual convention of the 
Kentucky Association of Master Plumbers, at the Crab Or- 
chard Springs Hotel, Crab Orchard Springs, Ky. 

May 12 and 13, 1925. 
ticut Master Plumbers’ 
Haven, Conn 

May 12, 13 and 14, 1925.—The annual convention of the 
New Jersey State Association of Master Plumbers, at Grotto 
Auditorium, Jersey City, N. J. 

May 13 and 14, 1925.—The annual convention of the Penn- 
sylvania State Association of Master Plumbers, at Wilkes- 
Barre, Pa. 

May 19, 20, 21, 22 and 23, 1925.—The annual convention of 
the National District Heating Association, at West Baden, 
Ind. 

May 26, 27 and 28, 1925.—The annual meeting of the Na- 
tional Pipe and Supplies Association, at French Lick, Ind. 

June 1, 2 and 8, 1925.—The annual convention of the Wyo- 
ming Master Plumbers’ Association, at Thermopolis, Wyo. 

June 1, 2, 3 and 4, 1925.—The thirty-sixth annual conven- 
tion of the Heating and Piping Contractors’ National Asso- 


annual convention of the 


The annual convention of the Connec- 


Association, at Dorpsch Lodge, New 


| elation, at the Book-Cadillac Hotel, Detroit, Mich. 


June 19 and 20, 1925.—The annual convention of the Call- 
fornia State Master Plumbers’ Association, at Portland, Ore. 

June 21 and 22, 1925.—The annual convention of the Master 
Plumbers’ Association of the State of Washington, at Port- 
land, Ore. 


on 


June 22, 1925.—The annual convention of the Oregon Asso- 
ciation of Master Plumbers, at Portland, Ore. 

June 23, 24 and 25, 1925.—The 43rd annual convention of 
the National Association of Master Plumbers, at Portland, 
Ore. The sessions will be held in the Portland Auditorium. 

September 15, 16, 17 and 18, 1925.—The annual convention 


of American Society of Sanitary Engineering, at Decatur, III. 
and heating 
where he is 


J. J 


business from 


Cosgrove has moved his plumbing 
Eufaula, Okla., to Muskogee, 


now located at 515 West Broadway. W. R. Maher, for 
several years foreman for the O’Connor Co., of Muskogee, 
is associated with Mr. Cosgrove in the business, which 
will be conducted under the name of Cosgrove-Maher. 

Rhodes Bros. Plumbing Co., of Memphis, Tenn., has 
moved from 126 Poplar avenue to 560 Madison avenue in 
that city. At the new address they have a large and 
well-arranged showroom. 














March 28, 1925 


DOMESTI¢ 


PATENTS | 


Plumbing Department 


1,526,336. Pipe Connection Peter F. Hart, Hibbing, 


Minn An insertible pipe joint comprising one section 
having an obliquely disposed flange formed upon one end 
thereof and a hub upon the opposite end, the other sec- 
tion having an obliquely disposed flange on one end, 
co-operatively engageable with the other flange, and a 
plain termination at the opposite end. 








eae 


7 





Ly 
1,526,336. 


1,526,683. 


Automatic Instantaneous Electric Water 
Heater. Frank O. Seavey, Newark, N. J., assignor to 
Lawrence C. Murphy, Newark, N. J. A water heater 
including a pair of concentric spaced tubes forming an 
annular chamber therebetween to receive water to be 


1,526,683. 


heated, the innermost of said tubes being closed by heads 
spaced inwardly from the ends thereof, the walls thereof 
outward of said heads being formed with openings and 
the outermost of said tubes being closed at its ends 
by heads which also close the ends of said inner tube, 
one of said heads of the outer tube being formed with 
a water inlet and the other of said heads with an out- 
let, and electrical means for heating the said outer tube. 
” + ” 

1,526,941. sath Fixture. Steinkamp, Cin- 
cinnati, Ohio. In a bathing fixture, the combination of a 
large horizontal plate or bathing seat proper, a sunken 
basin or pool arranged below the upper level and in front 
of the said seat proper, a pair of sunken horizontal side- 


George F. 


plates for the basin also arranged below the level of the 
seat proper, a side and rear upright water guard extend- 
ing above the level of the seat proper and having a hori- 
zontal top edging or surface on which the wall facing 
of cement or the like is built, means for supporting the 
fixture, and an apron or downwardly-turned front plate 
for the said basin extending above the level of the said 
side plates but below that of the said seat proper and 
having a rounded upper edge, substantially as shown and 
deseribed. 
+ * * 

1,527,057 Cock and Faucet and Similar Device. 
Roberto Heydrich y Martinez, Habana, Cuba. A fau- 
cet comprising, a casing having an inlet and an outlet 
end, a perforated diaphragm dividing the casing into 
two compartments, an inlet pipe screwed into the inlet 
end of the casing, a valve seat on the inner end of the 
pipe, a semi-spherical socket on the diaphragm, a spheri- 
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There’s 
Money 

in 

| Sprinkler 
| Systems 








Heretofo e you were unable to undertake the in- 
stallation of sprinkler systems, because you could 
not buy the parts. You can now get them direct 

and by using your own pipe, fittings and labor, 
make rea! profits on this class of business | 


C.S.B. Approved 
| Sprinkler Heads 


should be carried in stock by every plumbing and 
heating contractor for replacements. Every sprink- 
ler-protected building needs them after a_ fire. 





Write for prices on sprinkler heads and accessories. 


C.S.B. SPRINKLER COMPANY 
54 Batterymarch St. BOSTON, MASS. 


| Factory: Laconia, New Hampshire 



































cal valve in the socket and seatable on the valve seat, 


a 


ee ee ee ee ee ee ee 


sas 


» 





Cle-Bar 
Service 

Water 
Heaters 


Make your brass pipe plumbing jobs complete 


by installing a Cle-Bar Heater. Its brass coils 
insure clean, rust-free water. Made in five sizes 
to be used with storage tanks of from 40 to 500 
gallon capacity. Write for literature and prices. 


CLEGHORN COMPANY 
54 Batterymarch St. 


SPER ee ee a eee ee 


Boston, Mass. 
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“Leader” Sectional, Adjustable Guide 


The Flush Valve Guide that Adjusts to | in. 1's in., or 14 in. Overflow Tubes 








vam CL} 





Fits All Sizes 


¢ of 


: Overflow Tubes Z Carry in Stock 
Price $3.75 per dozen (West of the Rockies $4.10 


Only One Size 


to 





ee 


Guide Arm Has Positive Locking Device Allowing Extra Big Adjustment 





The only sectional guide now on the market having the ad‘ustable feature 
whereby the one size of guide adjusts to fit ALL sizes of overflow Tubes 


Excessive Time Charges Replacing Worn Out Guides Need No 
Longer be Feared. Snap a Leader in Place in 30 Seconds 











Thousands now in use. Your jobber can supply you or write direct to 


Leader Specialty Co., Inc. 





ee Indianapolis, Ind. 
Patentee and Sole Manufacturer of this Guide 


ete aa aha ahaha hahaha hahahah at ahaa aM aaa Manan ARM yN gM aMaM MaMa eee ee eee 
ee ee ee 


M © T-y a =a 
Adjustable Pressed Steel 
RADIATOR 
HANGER 








BOOSEY’S 
| SEEPAGE 
| SHOWER 

TRAP 











There’s a Type 
for Every Need 


When you adopt. the 
Moore Radiator Hanger 


as standard for your in- 
Its Use Makes a Real Job | stallations, and you will, 
| eventually, you’ll never 
have to force a_ fit—be- 
When you use a No. 126 Seepage Shower Trap, | cause there are seven 
you are giving your customer a job that will never different models—one for 


be a source of trouble to him, next month or next ' ~On 
year or ten years hence every kind of radiation. 





No. 126-130 









The lead pan, which is permanently secured to The one shown is for 
the trap by a calked joint, stops all seepage hanging one column leg- 
through the floor and around the strainer and less radiation, and we 


drains it through the grooves in the red brass 

seepage plate. These grooves cannot possibly make others for two, three 
become clogged as a loose pulp guard is pro | : and four column. 

vided which protects the seepage holes from 


being filled with concrete. a = If your jobber cannot 


ry Ti s. 
Don’t invite trouble by using ordinary drains on supply you, write u 
shower and urinal work Write for catalog ————s : = | 
———— 


CARTY & MOORE ENGINEERING CO. 


The Greenwood Mf¢ Co | 611 W. Larned St., Detroit, Mich. 
5140 Hamilton Ave. DETROIT, MICH. | EEs== 










































Mention Domestic ENGINEERING when writing advertisers. 
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a helical blind ended groove in the pipe, a stud fixed 
to the casing and slidable in the groove, and a cushion 
ring positioned around the end of the pipe within the 
casing, a hollow cup-like filter 
diaphragm and the outlet end of the 
opening surrounding the diaphragm perforations, an an- 
nular space being left between the filter and the casing 
wall, an outlet nozzle in the casing and central and side 
ports in the nozzle to receive respectively, flow through 
the bottom and through the side, of the filter. 


easing, the cup 





1,526,955 


1,526,955. Air Inlet for Sewer Systems. Reinhard E. 
Biermann, Astoria, Long Island, N. Y. A fresh air inlet 
for drainage systems including a hub member adapted 
to be arranged in an opening in a building wall adjacent 
to the outer face of said wall, said hub member hav- 
ing an inwardly extended annular flange at its outer end, 
a cap plate for the outer end of said opening having 
an annular flange at its outer edge to extend into said 
opening and a second annular flange extending over the 
face of the wall, said plate being provided with a plu- 
rality of air inlet openings and also with additional 
screw receiving openings, said hub flange having threaded 
openings therein, and attaching screws for said cap plate 
adapted to be inserted through the screw receiving open- 
ings thereof and threaded in the openings of said hub 
flange to. adjustably position said cap plate and tightly 
engage the second named flange thereof against the face 
of the wall. 
? s o 

1,527,269. Blowtorch. John T. Peterson, Maywood, 
Ill. A blowtorch including an elongated fuel tank con- 
stituting in itself a handle for the torch, a feed pipe com- 
municating with the forward end of said tank and ex- 





bd 1,527,269 


tending forwardly therefrom in axial alignment with said 
tank, a casting secured at its rear end to the forward 
end of said feed pipe and having two parallel chambers 
of approximately equal lengths but of different diameters, 


the one of larger diameter constituting the combustion 


chamber of the torch and the other constituting a heating | 


chamber, the latter being longitudinally aligned with 


KNGINE: 


positioned between the | 





| 
| 
| 
{ 
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—it’s a drain line handling acid 
—your customer is tired of repairs 
—you are tired of making them 
—he wants to quit spending money 
—you want to make a good profit 


There’s only one Answer 
USE erty ig 


Duriron is produced only 


me DURIRON Someany 


Patent 
Pending 














THE NEW 


MIDLAND 
GALVANIZED 


ROOF FLANGE 


All lead sleeve with heavy calking 












ring inside. Base extra large and of extra 
galvanized ARMCO iron. No 
Fits any pitch. 


heavy 
lead burned or soldered joints to pull apart. 










Ask your jobber or write us direct for information 


Midland Metal Manufacturing Co. 


KANSAS CITY ; MISSOURI 













Johnson Burners 
make good 


Proven by twenty years’ success 
You get the benefit of our experience 


Simple to Install 
Burns the Cheapest Oil 


Plans and Directions Furnished 


Ask for latest bulletin, No. 28D 
—a valuable booklet describing 


Listed as Standard by 


Fa ak Bh ee Johnson Improved Rotary Burner 


Type 22 for Heating Plantes 
Main Offices 
Ss. T. JOHNSON CO. 
940-950 Arlington St., Oakland, Calif. 


Live agents Wanted. } 











TANK UNDE RGROUND 








Turner Utility Furnace 
is preferred by experts 


Patented bronze spider support eliminates 
unnecessary tank studs no leaks! Pat 
ented automatic safety valve and air release 
prevent excess pressure no danger! Spe 
cial bronze burner — no coils to clog or burn 
out perfectly gasifies present-day gasoline 
or kerosene. Seamless, drawn steel reservoir, 
bottom welded in. Rust proofed. These fea- 
tures are found in no other furnace. Get 
Turner No. 66 TODAY from your jobber. 
It's FEARLESSLY GUARANTEED 


(JHE TURNER BRASSWORKY ) 


incoln St., Sycamore, Ill 
New York— The Turner Brass Works, 108 Charlton St, 








No. 66 7 pint capacity 
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IT’S A MARTIN 


THE Portable Vise Stand that 
stands without hitching — the 
errangement of the legs does it. 
You can put your full force into 
threading or cutting without tilt- 
ing or pushing it the floor. The 
Martin Portable Vise Stand is the 
choice of practical plumbers who 
have tried them all. 


H. P. Martin & Sons 
626 E. 2nd St., Owensbere, Ky. 
10 DAYS’ TRIAL 
FREE! Write for circular and 


details of our free offer 























The Red Top Line 


Consisting of Cleanout Fer- 
rules, Test Tees, Floor Drains, 
Base Stack Fittings, Portable 
Vise Post and Bender, 
and Vise Bench handled 
by the leading jobbers 
from coast to coast. 











3S Base Stack 
ittings 2° and é° 
sizes. 


QS SANITARY MANUFACTURING CO. 
411 West Sth St., Waterloo, Iowa 








BOILER SE-MENT-OL 


Repairs - Cleans 


Protects 


Cast Iron and Steel Heating 
Boilers 


Reducing Your Cost List Price 





1 Quart §$ 4.00 each 
', Gallon 7.50 each 
1 Gallon’ 14.00 each 


Get our discount from your jobber 


The Northwestern Chemical Co. 


MARIETTA, OHIO 



























It’s a Kalamazoo 


A new, perfected water-supply sys- 
tem with fifteen years pump building 
experience behind it. It's just the 
kind of a job you would want for 
your own place. Exceptionally 
smooth-running and so quiet in 
operation you have to “look” to see 
whether it is going. Price is inter- 
esting—vwrite for it 


National Water Lift Co. 


Kalamazoo, Michigan 
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said tank and feed pipe, a pipe forming-an extension 
of said feed pipe located within said heating chambe: 
and terminating in an open end a little to the rear of 
the forward end of said chamber, said casting having a 
downwardly extending passage communicating with the 
rear end of said heating chamber and lying rearwardly 
of said combustion chamber, a needle valve controlling 


into said combustion cham 
ot 
end in 


an opening from said passage 
of 


chamber 


ber, the stem said valve extending axially said 


terminating at its 


fuel 


and rear 
of 


said 


combustion 
tank, and a 
the 

an 


the 


a handle just forward said priming 


th: 
ex 


cup located below passage and of 


rear 


combustion chamber, said cup having upward 


tension threaded at its end into lower end 


ot 


upper 


said passage to close the same. 


” = * 
Hanly, 
a tank adapted to contain 


527,301 Air George A 
Il 
u liquid, a 


tank, 


vely 


seal Flushing Device 
The combination of 
pipe 
float-controlled 


Elgin 


discharge having a discharge orifice in 


means for supplying with 


head 


about 


said 


relati rapid flow a given hydrostatic of liquid 


to said tank, means providing an air seal said 


the tank 
the 


discharge 


discharge orifice for maintaining liquid in said 


trom being discharged through said orifice when at 


while for its 


head 
flow 


given hydrostatic head providing 


and for supplying 
ot 


hydrostatic 


at a higher hydrostatic means 


liquid to 
has 


a regulable relatively slow additional 


head been 


the 


said tank after given 


prov ided therein. 














(e) "= 
* 1,527,483 


1,527,483. Current-interrupting Device for Ebectrically 


heated Water-distributing Apparatus Jules Istas, Brus 


els selgium \ current interrupting device for elec 


distributing 
the 
piston 
pipe 
the piston in its position of rest and a 


trically heating water in a water apparatus, 


comprising a integral with movable member 
of 
be 
below 
pipe 


by 


piston 


the current interrupter, said being adapted to 


displaced in a cylinder, an inlet on said cylinde1 


water outlet 
moved direction 
the 


provided 


above, the said piston being in one 


the pressure of the water and in other direction 


by a return arrangement, and being with a nar 


row conduit establishing communication between its two 


faces 

* - * 
William 
Africa, 
Anne 


1.527 


1,2 


Water 
Durban, 


Colebrook, dé 
Hilder 
Neale 
th 


offset 


Heater. 
Natal, 


Harringay 


172 
ceased, late 
Mary May 


Grantham, 


of South by 


Colebrook and Lucy 


England, executrices \ water heater of 


class described main cylinder having 


comprising 


flanges at opposite sides thereof and closed at one end, 


water inlet at the closed end, a cap for the open end, 


hollow closed cylinder having castellated end 


portion 


fitting within the main cylinder and providing a relative! 
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ter Heaters. 


Manufacturers of a 


Standard, High-Grade Products Built to G 


EEA TS EMI WAS LOD, LE NN RE Bile a la a De a 


“Makers of Heaters 
That Heat” 


This slogan means just what it says. 
We. make Water Heaters that do what 
they are intended to do—1|00%. 


Every Hotstream Heater is a guality 
product. Volume production means 
lower costs—lower selling prices—bet- 


MADE AND GUARANTEED BY 


THE HOTSTREAM HEATER CO. 



























Let’s Go! 










CLEVELAND, O. 


Full Line of Cast and Copper Coll Gas Heaters — 
ve Lasting Satisfaction 
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The 


KITCHENETTE 


sink of the CongmaveH line 
immediately creates 
approbation. 


Rounded corners and 
deep apron enhance 
its beauty and over all 
is the brilliant lus- 
ter of the CONEMAVGH 
white enamel 





ConNEMAVGH [RON WoRKS 
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constricted annular water passage between the outside 
of the interior closed cylinder and the inside wall of the 
main cylinder, a water outlet with the 
chamber formed the of the 
closed inner cylinder, electrical heating carried by 
the outside of the 
shell engaging with the flanges of said main cylinder. 


communicating 


by one of castellated ends 


wires 


said main cylinder, and a protecting 


les 
iit? 
ei a 









































1,527 429 


1,527,429. Noiseless Float Valve. J. Edwin Ericson, 
Oakland, Calif. A valve for controlling the flow of water 


to a flush tank comprising an intake pipe and a chamber 


having openings respectively communicating with the 
interior of the tank and with said intake pipe, a valve 
arranged in said chamber and normally seated over said 


through 
float 


on 


second opening, a stem for said valve extending 


said first opening and adapted to be connected to a 
within said tank, a 


said second valve being open and adapted when said valve 


second valve slidably mounted 


opening and substan- 


the 


to surround said second 


intake 


is seated 


tially seal said passage from chamber inde 


pendent of said first valve, a spring adapted to retain 
said second valve seated until a limited displacement of 
said first valve has been effected, a tubular perforated 
member leading from said first opening and tubular 
members surrounding said first tubular member but 


spaced therefrom and each other, the alternate opposite 
ends of said members being closed so as to provide a cir 
cuitous path through said members. 

+ + * 
Water 
heating 


,b27,842. Hot Lester Churchman, 
Bryan, Ohio. A 
prising an elongated hollow body 


divided by a septum wall which joins with one end wall of 


Heater. 


water furnace appliance com 


having its interior area 


the body and terminates short of the opposite end thereof, 


the end wall of the body with which the septum wall 
joins being provided with openings located one at each 
side of the septum wall, the walls of the body being 


? ‘ 





1,527,842 


| 
| 


6 


otherwise imperforated, the body being ogee shaped in side 


elevation, the inner end edge of the septum wall being 
parallel with the end wall of the body with which the 
septum wall joins, and the opposite end wall of the 
body being inclined upwardly and outwardly from the 


adjacent end edge of the septum wall and from the bottom 
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RIVERSIDE 


GALVANIZED 
CAST IRON SYPHONS 


Represent the highest standard 
of workmanship and quality of ma- 
terial. 

We make a complete line of all 
styles and sizes, including cross bars 
and levers. 

Catalog 9 illustrates and describes 
the Riverside Line—write for it. 


ya“ 


POLO eH el 


Riverside 
Foundry & Galvanizing Co. 


501 Harrison St. Kalamazoo, Mich. 
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The Quality 
$ Indirect Water Heater 


Over 200,000 in use. Easily attached to 
outside of any steam or vapor heating 
boiler. Sizes from 30 to 400 gal. capacity. 


Write for descriptive literature and prices 


4 


3 


3 
WATER 


HEATERS 
Sold by All Plumbers and Steamfitters 


Excelso Specialty Works, Inc. 
111 Clinton Street, Buffalo, N. Y. 


EXCELS 





Insure Your Boiler 


Nason 
Immersed 
Valve 
Water 
Feeder 


Write us for circular 


NASON MANUFACTURING COMPANY 
71 Fulton Street $3 * NEW YORK 











The name “BELL” 


Is the Sign of Good Washers 


When you see “BELL” stamped on a 
washer, it means that it will stand up in 
service anywhere and everywhere. 


The ONLY washer that will stand 
HOT as well as cold water. 





Have you seen the new “BELL” Bev- 
eled Washer? If not, send for a sample. 
The “BELL” Line of Hot Water 
Specialties also includes Fuller Balls, Steam 
alve Discs and all kinds of small molded 
rubber goods. 


Write for prices. 


Estate of Andrew Bell 
LEN AONE IIE EERE I a IESE 


35 Commercial Street 
Newark, N. 
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| wall of the body to the top wall thereof whereby the 

space between the inner end edge of the septum wall and 
The Most Popular | the inclined end wall of the body is of greater transverse 
Coil Fire Pot No. 22 dimension at the top wall of the body than at the bottom 


wall thereof. 
No. 22 has all good points found 


; * . * 
in other Coil Fire Pots, and in ad- 
dition our latest improved patented 1,527,358. Relief Valve in Faucet. John Andrew 
features. Drawn steel tank, tinned, Hamilton, Fresno, Calif. In a faucet of the character 


is leak and rust proof. Three piece described, a valve seat, a valve, means for advancing 
coil cup fits into grooved top plate 


which can be removed by unscrew- the valve toward the seat, a washer on the valve, a screw 
ing three nuts, exposing coil and extending through the washer and threaded into a recess 


axtOM tang, burner. No coil cup lugs or nuts to in the valve for holding the washer in place and being 
or" Eerceo | fr burn off. The strongest and best 


Ne? 
oe as ie made Jobbers supply at factory 


eu $* , 
gods prices. Write for a catalogue 


No, 22 Fire Pot Clayton & Lambert Mfg. Co. 
Ask for latest price 10561 Knodell Ave., Detroit, Mich., U.S.A. 














THE GLEOCKLE 


Wrought Iron Adjustable 


RADIATOR BRACKET | formed with an axial bore, a semi-spherical shoulder in 


for wall and column radiation 





said bore allowing a ball valve to rest thereon, and 
vielding means for seating the latter valve-adapted to 


Used In buildings where | yield when the pressure exceeds a predetermined degree, 
the best equipment through- | the bore communicating with the discharge end of the 
out is specified. | faucet. 
| * + * 
Write for Booklet — 


1,527,841. Toilet System for Vessels. Albert Christen, 


A. F. GLEOCKLE, JR. Hastings-on-Hudson, N. Y., assignor to Consolidated Ship- 


oc TER building Corporation, New York, N. Y. A totHet system 
418 Bay Street, R HES » N.Y. ig yessels ; cluding in combination a bowl, inlet and 
Patented Our catalog. page #40 Domestic Engineering Catalog Directory OE VOSSCIS INCINGINE  * : : 


| outlet pipes connected thereto, a pump cylinder con- 
a nected to said inlet pipe and to a source of water supply, 
Shower Bath Curtains | 
Must Be Replaced 














Let your customers know that you can replace 
worn shower curtains by displaying one in 
your window. We can furnish standard sizes 
packed in individual boxes for over-the-coun- 











































ter sales. 1,527,841. 
a second pump cylinder connected directly to said outlet 
° * ipe, a waste pipe leading from the 1 re 
Sanitary Bath Curtain pir 4 P pe eading 01 1e upper end of said 
second pump cylinder to a point exterior of the vessel 
Mfg. Company, Inc. and disposed in a plane above said second named pump, 
132-136 W. 14th St. New York City * shaft extending through both of said cylinders. 
\ THiS CARTON LS SPT ALLY 


DESIGNED TOPELVEN bit 
BALL CONTAINED: HEREIN 
FROM RESTING ON II SSEAT 
THEREBY ELIMINATING 
INDENTATIONS 


The SELF-SELLING TANK BALL 


Lavelle Rubber Co. We can now supply our Cone-Seal Tank Balls, 
eat packed in individual cartons, specially designed 
“tt we bevels pen cen bet tosh to protect seat of ball 


: Positive protection from flat seats and soiling. 
\ CONE-SEAL Made in all sizes: 2” 214” 214” 254” 234” 3°. 
- | TANK BALL 


~,—Fgasen ot ap fata netty We Rote Your jobber can supply you. 
Wen tart We woercee Tes 


J) | -yaven Siskrroners LAVELLE RUBBER COMPANY 
: 413-421 N. Franklin St. t-: tet CHICAGO 
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Classified Advertisements < 


8 cents for each word including heading and address. 


NA 


“oN 


Count seven words for keyed address. Minimum 


$2.00. One inch $4.00. Cash must accompany order. Copy should reach us by Monday morning. 


aa F ail 
<a 
_ Situations Open 


Wanted: Salesman experienced in 
sélling to Architects and plumbers in 
Wisconsin, Indiana and Illinois. High 
priced material. Straight commission 
contract which would have paid over 
$5,000.00 on 1924 business. Right 
man can double in three or four 
years. Give full particulars in first 
letter, age, religion, experience, past 
record, ete. Address key 290, ‘Do- 
mestic HMngineering,”’ 1900 Prairie 


Ave., Chicago, Ml. 
WANTED: APPLICATIONS FOR VA- 
rious territories in United States and 
Canada are being considered by a 
manufacturer of the highest priced, 
also finest quality staple plumbers’ 
brass goods. Proposition will only in- 
terest men who enjoy selling quality 
goods irrespective of price. Missionary 
work among plumbers required, orders 
being transmitted through jobbers. 
Give full details, past sales experience 
and present occupation, also references. 
Pacific Faucet Mfg. Co., 940 East 60th 
St., Los Angeles, Calif. 
SALESMAN WANTED — PRKUMINENT 
manufacturer of pumps and water 
systems requires salesman for Illinois 
territory. The man we are seeking Is 
experienced in this line or in plumb- 
ing supply line, thoroughly acquainted 
with the plumbing, electrical and hard- 
ware trade in Illinois. He must have 
a car and furnish a satisfactory record. 
All replies will be confidential. Ad- 
dress Key 165, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 


LARGE MANUFACTURER OF PLUMB- 
ers’ rubber specialties desires several 
high-grade salesmen to call on the re- 
tail plumbing trade in New _ York, 
Pennsylvania, Maryland, Ohio, Illinois, 
Wisconsin, Missouri, Kansas, Indiana, 
Michigan, Minneapolis, also southern 
states. Men with experience preferred. 
Please state age, married or single, and 
if at present employed. Give refer- 
enees of last two positions. Drawing 
account and expenses guaranteed 
against commission. Address key 289, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 
THE SALESMAN WHO WILL BE 
interested in this message, is one 
experienced in the art of drainage 
construction and who is now doing a 
successful sales job selling to the 
larger plumbers or through architects’ 
specifications and who is looking to 
extend the field in which to express 
his ability. To such a salesman we 
offer an opportunity to handle as a side 
line on commission one of the largest 
lines of cast iron drainage specialties. 
Address key 302, “Domestic Engineer- 
ing,”” 1900 Prairie Ave., Chicago, IIlli- 
nois. 


Plumbing and Heating 
Estimator 


Wanted: Must have selling qualifica- 
tions; be able to call on architects and 
work with sales force. Position will 
demand thorough knowledge of plumb- 
ing and heating. Good personality and 
hard worker. Address key 299, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago, Il. 
WANTED: MANUFACTURERS’ 
agents in various parts of the coun- 
try to represent us with a line of pop- 
ular priced water heaters to the job- 
bers only. Address key 304, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago, IIL. 





Situations Wanted 


DRAFTSMAN WITH FIVE YEAR'S 


experience on refrigerating plant 
and piping layout would like to mak« 
connections with plumbing and heat 
ing concern offering possibilities. Ad 
dress Key 306, “Domestic Engineer 


ing,” 1900 Prairie Ave., 
nois 


Chicago, Illi- 


PLUMBER (UNION) DESIRES EM- 

ployment in Illinois or Indiana. Good 
mechanic, experienced estimator and 
superintendent Best of references 
Would invest Address Key 300, “Do 
mestic Engineering,” 1900 Prairie Ave 
Chicago. 


For Sale 
FOR SALE—6-INCH OSTER PIPE 
threading machine — Bargain Geo 


L. Starks & Company, Saranac Lake, 
mM. Bs 


FOR SALE: FOUR YEARS ESTAB- 

lished heating and plumbing shop 
For sale invoice, $1,400 Valparaiso, 
Indiana; population, 12,000 Address 
Ed. Hall, Kouts, Indiana 


FOR SALE: PLUMBING, HEATING, 

Sheet Metal and Gas Appliances, no 
opposition except in Gas. Invoice about 
$5,000.09. Lease or sell building. Might 
consider trade Chicago property 
Healthful climate Southern entrance 
Yellowstone Park Chance seldom of- 


fered. Have manufacturing interests 
East. No rating, but well established, 
best references. Address Chas. Gelser, 


Lander, Wyoming. 


FOR SALE: PLUMBING AND HEAT- 
ing business, in heart of Atlantic 


City, New Jersey, established and 
equipped, can be bought right ll 
health reason for selling Address key 


305, “Domestic Engineering,” 1900 
Prairie Ave., Chicago, Ill 


FOR QUICK SALE 





Manufacturer will make a 
sacrifice price on his stock of a 
well-known automatic steam 
pump, together with all manu- 
facturing rights of this time 
tested article now in use by the 
United States Government and 
hundreds of well-known firms 
in the United States and foreign 
countries. Owner wishes to 
clear stocks at once in order to 
concentrate on balance of line. 


Write Key 303, ‘‘Domestic En- 
gineering,’’ Room 906, 110 East 
42nd Street, New York City 


Miscellaneous 


CONTRACT SHEETS, ESTIMATE 

Blanks Job Tickets, Illustrated Let- 
ter Heads, etc., for plumbers. Large or 
small lots, reasonable, prompt delivery. 
Samples with delivered prices free. L. 
Fink & Sons Co., School Bldg., Laurel 
Springs, N. J. 


| 





PIPE COUPLINGS 
We Pay More = 


besides paying the freight 
ASK USi== 
CONSOLIDATED PIPE & STEEL CO. 


2712-2724 S. 2nd St. St. Louis, Mo. 

















PLUMBERS’ BIN LABELS 





Hadco Card Holders, Celluloid Covers 
and Iilustrated Bin Labels for Water, 
Gas and Steam Fittings; also Plumb- 
ers’ Stock Boxes. Send for samples and 
prices and free plans: “How to Lay 
Out an Up-to-Date Plumbing Shop" 
“How to Simplify the Work in the 
Stock Room,” and “How to Equip a 
Plumbing Shop on Wheels.” You can 
order through your regular jobber. 
HADDON BIN LABEL CO., Wesley A. 
Fink, President, Haddon Heights, N. J. 


Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 


559 W. Lake St., Chicago, III. 


x 
RA 


KNOWLEDGE 
es 


Earn 


More 


Learn 


More 








HEATING & VENTILATING 


Engineering 
This home study course was prepared 
especially for Plumbing & Heating Men 


Meithern, Indtitute- 


D5713 Euclid Avenue, Cleveland, O. 


LAN DAN 


Pipe Cutter Wheels 
‘‘Do Not Break’ 
Knife edge with thin blade for 
any size or make of cutter 


John A. Landan, Inc. 


205 Lafayette Street 
NEW YORK CITY 


Government Proposals 

TREASURY DEPARTMENT, SUPER- 

vising Architvct’s Office, Washington, 
D. C., March 6, 1925. Sealed proposals 
will be opened in this office at 3 p. m., 
March 27, 1925, for separating the 
drainage systems at the U. S. Marine 
Hospital, Baltimore, Md. Drawings and 
specifications may be obtained from the 
Custodian, U. S. Marine Hosptal, Balti- 
more, Md., or from this office in the 
discretion of the Supervising Architect. 
Jas. A Wetmore, Acting Supervising 
Architect. 








HARTMAN INGOT METAL COMPANY 
SMELTERS and REFINERS 








ucers of the highest grade Ingot Brass and Bronzes 


Prod 
Specializing in Ingots for Manufacturers of Plumbing and Heating Brass Goods 


CHICAGO 


Phone: Lawndale 0827 





2511-35 W. 21st Street 
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DOMESTIC ENGINEERING March 28, 192: 





Give this lad 
a copy of the 


“STORY OF THE BATH” 


He’ll take your message of good 

health through frequent bathing 

into homes where your regular 
advertising never goes. 


E’S reading ‘‘The Story of the Bath’’ now in the schools of over 100 cities, where progressive 
masters have realized what a valuable asset it is to interest him in the gospel of health 
through frequent bathing. He’s talking about it to his parents in those hundred-odd cities. 
He’s bringing ‘‘The Story of the Bath’’ home for them to read. His teacher is ‘‘quizzing’”’ him 
from the Outline Study furnished free, to see that he is getting full value out of ‘‘The Story.’ 
Write and we will tell you how to interest your school authorities. t- 
©; 


Promise to Read ‘‘The Story of the Bath’’ and a Free Copy Will Be Sent You” 





DOMESTIC ENGINEERING 
1900 Prairie Avenue : 
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